Drinking  Water  Treatment  Service 
Providers 


AAAt^ 

The  following  businesses  provide  products  and/or  services  related  to  drinking  water 
treatment.  This  list  does  not,  in  any  way,  represent  an  endorsement  by  the  Ontario 
Ministry  of  the  Environment.  This  list  is  provided  as  a  means  for  owners  of  private 
communal  works,  small  systems,  and  individual  private  supplies  to  facilitate  comparison 
shopping.  Water  treatment  equipment  may  also  be  provided  by  local  hardware  stores,  co- 
operatives, and  building  supply  centres  in  your  area. 

Barrie/CoUingwood 

Ainley  Group 
280  Pretty  River  Pkwy. 
CoUingwood  ,  ON  L9Y  4J5 
(Tel)  (705)445-3451 

Consulting  Engineers  -  water  supply  and  treatment 

Amos  D  R  Plumbing 
RRl 

Shanty  Bay  ,  ON  LOL  2L0 
(Tel)  705-721-8357 

Aquamart 
110  Anne  St.  S. 
Barrie  ,  ON  L4N  2E3 
(Tel)  705-721-4060 

Clearview  Water  Conditioning 
304  Victoria  St. 
Beaverton  ,  ON  LOK  lAO 
(Tel)  705-426-4223 

CuUigan  -  Barrie 
15  Morrow  Rd. 
Barrie  ,  ON  L4M  4S9 
(Tel)  705-728-4782 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

DSMI/Passport  Water  Purification  Products 
53  Churchill  Dr. 


Barrie  ,  ON  L4N  8Z5 
(Tel)  705-728-4599 

Sales,  Service,  Design,  UV,  Chlorination,  Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

How  Water  Solutions 
1723  Station  Rd 
Caledon  ON  L7C  3L2 
(Tel)  905-838-0408 
(Toll  Free)  1-866-852-6554 
(Fax)  905-838-5656 

Sales,  Service,  Design,  Build,  Install  Well  pumps.  Pressure  tanks,  UV  ,  Chlorination, 
Flocculation,  Filters,  Softeners,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings,  Chemicals,  Lie  Water  Well  Techs.  See  web  site  for  more 
details  www.flowwater.ca 

Glacier  Clear  Enterprises 
3291  Thomas  St. 
Innisfil ,  ON  L9S  3W3 
(Tel)  705-436-6363 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Healthy  Water  Systems 
19  Hart  Dr. 

Barrie  ,  ON  L4N  5M3 
(Tel)  705-727-9283 

Sales,  Service,  Design,  Build/Install,  UV,  Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

International  Water  Consultants  Limited 
342  Bayview  Drive,  Box  310 
Barrie  ,  ON  L4M  4T5 
(Tel)  (705)  733-0111 

Consulting  Engineers  -  water  supply  and  treatment 

Lanos  Plumbing  &  Heating 
Cannington  ,  ON  LOE  lEO 
(Tel)  705-432-2755 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

PWBS 

237  Elgin  St. 

Brantford  ,  ON  N3S  5A8 

(Tel)  519-753-3266 


Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Richardson  Engineering  Ltd. 
4  Cedar  Pointe  Drive  ,  Unit  D 
Barrie  ,  ON  L4N  5R7 
(Tel)  (705)  728-0009 

Consulting  Engineers  -  water  supply  and  treatment 

Skelton,  Brumwell  &  Associates  Inc. 
93  Bell  Farm  Road 
Barrie  ,  ON  L4M  5G1 
(Tel)  (705)  726-1141 

Consulting  Engineers  -  water  supply  and  treatment 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 

maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

Trow  Associates  Inc. 
561  Bryne  Drive  ,  Unit  D 
Barrie  ,  Ontario  L4N  9Y3 
(Tel)  705-734-6222 

Consulting  Engineers  -  water  supply  and  treatment 

Water  Depot 
151  Essa  Rd. 
Barrie,  ON  L4N  3L2 
(Tel)  705-722-3242 

Wolseley  Mechanical  Group 
180  Parsons  Rd.,  Units  36  &  37 
AUiston,  ON  L9R  1E8 
(Tel)  705-434-2426 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wolseley  Mechanical  Group 
88  Morrow  Rd. 
Barrie  ,  ON  L4N  3V8 


(Tel)  705-726-6775 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wolseley  Mechanical  Group 
100  High  St. 

CoUingwood  ,  ON  L9Y  4K2 
(Tel)  705-445-2570 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Belleville 

Aqua  Bay  Ltd. 
223  Canniston  Rd. 
Canniston  ,  ON  KOK  IKO 
(Tel)  613-389-7242 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

CuUigan  -  Belleville 
163  College  St.  W. 
Belleville  ,  ON  K8N  5B3 
(Tel)  613-968-7700 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Ecowater  -  Belleville 
29  EUzabeth  St. 
Picton  ,  ON  KOK  2T0 
(Tel)  613-476-6008 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Environmentally  Yours 

34  Covert  1 

Cobourg,  ON  K9A  2L6 
(Tel)  905-372-5326 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Chemicals 

Fenella  Well  Drilling  Inc. 
RR4 

Roseneath ,  ON  KOK  2X0 
(Tel)  905-352-3541 


Spectacular  Water  Systems 
450  Campbell  St.  Unit  6B 
Cobourg,  ON  K9A  4C4 
(Tel)  905-377-9981 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Pumps, 
Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Veenstra's  Plumbing  &  Heating 
14726  Loyalist  Pkwy 
Bloomfield,  ON  KOK  IGO 
(Tel)  613-393-2262 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Water  Treatment  Warehouse, 
Unit  1,  180  North  Front  St., 
Belleville  ON  K8P  3B9 
613-968-6256 
1-888-328-8574 

analysis  &  treatment,  water  softeners,  high  iron  softeners,  iron/sulphur  filters,  carbon 
filters,  tannin  &  sulphate  removal  systems,  replacement  filter  cartridges,  ultra  violet 
systems  and  reverse  osmosis  drinking  water  systems. 

Brampton 

CuUigan  -  Brampton 
8985  Airport  Rd. 
Brampton  ,  ON  L6T  5T2 
(Tel)  416-798-7670 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Flow  Water  Solutions 
1723  Station  Rd 
Caledon  ON  L7C  3L2 
(Tel)  905-838-0408 
(Toll  Free)  1-866-852-6554 
(Fax)  905-838-5656 

Sales,  Service,  Design,  Build,  Install  Well  pumps.  Pressure  tanks,  UV  ,  Chlorination, 
Flocculation,  Filters,  Softeners,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings,  Chemicals,  Lie  Water  Well  Techs.  See  web  site  for  more 
details  www.flowwater.ca 


Kinetico  Canada  Ltd. 
16524  Hurontario  St. 
Caledon  ,  ON  LON  ICO 


(Tel)  (519)  927-9500 

Chemically  assisted  filtration,  membrane  filtration  and  separation,  ion  exchange  systems 


Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 
maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

Trow  Associates  Inc. 
1595  Clark  Boulevard 
Brampton  ,  ON  L6T  4V1 
(Tel)  905-793-9800 

Consulting  Engineers  -  water  supply  and  treatment 
Brantford 

Alpha  Waterworks 
10  Halftree  PI. 

Brantford  ,  ON  N3R  5R6 
(Tel)  519-751-7113 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Valves,  Pipes,  Fittings,  Chemicals 

Aqua  Niagara  Ltd. 
15  Niagara  St. 
Brantford  ,  ON  N3R  4E1 
(Tel)  519-759-8784 

Sales,  Service,  Design,  Build/Install,  UV,  Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Aquifer  Water  Guard 
44  EUenson  Drive  , 
Brantford  ,  ON  N3R  3E5 
(Tel)  519-754-4686 
Toll  free  1-8666-  639-3339 

Installing  water  treatment  systems  (U.V.  chlorination),  filtration  and  monitoring, 
plumbing  for  supply  and  distribution  (Reg.  170  compliance) 

Barry's  Salt  and  Water  Conditioniong 
RR7 

Simcoe  ,  ON  N3Y  4K6 
(Tel)  519-428-1341 


Sales,  Service,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

ESSE  Environmental  Health 
416  Elgin  Street,  P.O.Box  35 

Brantford,ON  N3T  5M3 

toll  free  1-866-356-3773 

email  admin@esse-environmental.com 

website;esse-environmental.com 

Consultants,  water  supply,  treatment,  sampling,  wells  and  cisterns. 

Gord  Jamieson  Ltd. 
226  King  George  Rd. 
Brantford,  ON  N3R  5L4 
(Tel)  519-759-3969 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

J.  H.  Cohoon  Engineering  Limited 
135  ToUgate  Road 
Brantford ,  ON  N3R  4Z9 
(Tel)  (519)  753-2656 

Consulting  Engineers  -  water  supply  and  treatment 

M.B.O.  Water  Services  (  South  Watermaker ) 
265  Argyle  St.  N. 
Caledonia  ,  ON  N3W  1K9 
(Tel)  905-765-4797 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Manning  Mechanical  Services 
2  Cedar  Ln. 

Burford ,  ON  NOE  1  AO 
(Tel)  519-449-2079 

PWBS 

237  Elgin  St. 

Brantford,  ON N3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Sani-Tech  Group  Canada 
26  Easton  Rd. 


Brantford  ,  ON  N3P  1J5 
(Tel)  519-756-7946 

Trow  Associates  Inc. 
108  George  Street 
Brantford  ,  ON  N3T  2Y4 
(Tel)  519-754-1648 

Consulting  Engineers  -  water  supply  and  treatment 

Water  Simply  Pure  Ltd. 
69  St.  James  St. 
Waterford  ,  ON  NOE  lYO 
(Tel)  519-443-6117 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps 

Watershed  of  Brantford 
150  Market  St. 
Brantford  ,  ON  N3T  3A4 
(Tel)  519-759-2837 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Wolseley  Mechanical  Group 
71  Craig  St.  ,  Unit  5 
Brantford ,  ON  N3R  7H9 

(Tel)  519-759-7301 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Brockville 

1000  Island  Water  Treatment 
RR  2,  4135  Lake  St. 
Lyn  ,  ON  KOE  IMO 
(Tel)  613-342-5451 

AJ's  Water  Treatment 
15  Osborne  Rd. ,  RR  3 
Athens  ,  ON  KOE  IBO 
(Tel)  613-924-1007 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Chemicals 

Commercial  Industrial  Water  Treatment 
240  Waltham  Rd. 


Brockville  ,  ON  K6V  2Y9 
(Tel)  613-498-1711 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Sure  Water 
3770  Brinston  Road 
Brinston  ,  ON  KOE  IKO 
(Tel)  613-652-1303 

Wolesley  Mechanical  Group 
1415  California  Ave.,  Box  7 
Brockville  ,  ON  K6V  5T7 
(Tel)  613-345-1345 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Burlington 

Asian  Technologies 
5044  South  Service  Rd. 
BurUngton,ONL7L  5Y7 
(Tel)  905-632-4968 

BetzDearborn  Canada  Inc. 
3380  South  Service  Rd. 
Burlington  ,  ON  L7N  3  J5 

(Tel)  905-634-7797 

Sales,  Service,  Design,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings,  Chemicals 

Cochrane  Engineering  Limited 
777  Walkers  Line,  Suite  C 
Burlington  ,  ON  L7N  2G1 
(Tel)  (905)  632-6500 

Consulting  Engineers  -  water  supply  and  treatment 

Crystalflow 
566  Enfield  Rd 
Burlington ,  Ontario 
L7T  2X5 

(Tel)  905-637-2876 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 


ESSE  Environmental  Health 

416  Elgin  Street,  P.O.Box  35 

Brantford,ON  N3T  5M3 

toll  free  1-866-356-3773 

email  admin @ esse-environmental.com 

web  site  ;e  s  se-environmental  .com 

Consultants,  water  supply,  treatment,  sampling,  wells  and  cisterns. 

Flow  Water  Solutions 
1723  Station  Rd 
Caledon  ON  L7C  3L2 
(Tel)  905-838-0408 
(Toll  Free)  1-866-852-6554 
(Fax)  905-838-5656 

Sales,  Service,  Design,  Build,  Install  Well  pumps.  Pressure  tanks,  UV  ,  Chlorination, 
Flocculation,  Filters,  Softeners,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings,  Chemicals,  Lie  Water  Well  Techs.  See  web  site  for  more 
details  www.flowwater.ca 

G.  I.  Russell  &  Company  Limited 
3380  South  Service  Road 
Burlington  ,  ON  L7N  3J5 
(Tel)  (905)  634-5509 

Consulting  Engineers  -  water  supply  and  treatment 

PWBS 

237  Elgin  St. 

Brantford  ,  ON  N3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Philips  Engineering  Limited 
3215  North  Service  Road,  Box  220 
Burlington  ,  ON  L7R  3Y2 
(Tel)  (905)  335-2353 

Consulting  Engineers  -  water  supply  and  treatment 

Pure  H20  Solutions  Inc. 
5353  Lakeshore 
Burlington  ,  ON  L7L  1C8 
(Tel)  905-333-5100 
Sales,  Membrane  Filtration 


Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca  Engineering  Evaluation  Report,  monitoring/operational  checks, 
sampling,  equipment  maintenance,  adverse  water  result  consultation,  administration 
including  annual  reports,  DWS  profile,  categorization  form  and  procurement  of  treatment 
equipment 

Water  Energy  Technologies 
3345  North  Service  Rd. 
Burhngton  ,  ON  L7N  3G2 
(Tel)  905-336-7666 

Sales,  Design,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation 
and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Water  Purity  Systems 
5312  Walker's  Line 
Burhngton  ,  ON  L9T  2X6 
(Tel)  905-336-7950 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Membrane  Filtration 

Water  Shop 
710  Cumberland  St. 
Burlington  ,  ON  L7N  3M9 
(Tel)  905-333-4055 

Wolesley  Mechanical  Group 
1810  Ironside  Dr. 
Burlington  ,  ON  L7L  5V3 

(Tel)  905-331-2180 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Cambridge 

CuUigan  -  Cambridge 
265  Industrial  Rd. 
Cambridge  ,  ON  N3H  5N3 
(Tel)  519-653-2111 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Custom  Blended  Treatment  Limited 
54  Guelph  St. 
Cambridge,  ON  N3C  1  A3 


(Tel)  519-658-1130 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

ESSE  Environmental  Health 

416  Elgin  Street,  P.O.Box  35 

Brantford,ON  N3T  5M3 

toll  free  1-866-356-3773 

email  admin@esse-enviroimiental.com 

website;esse-environmental.com 

Consultants,  water  supply,  treatment,  sampling,  wells  and  cisterns. 

Gowing  Brothers  Plumbing 
49  Cedar  St. 

Cambridge  ,  ON  NIS  1V4 
(Tel)  519-621-7322 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Pristine  Water  Source  Inc. 
1001  Lang's  Dr. 
Cambridge  ,  ON  NIR  7K7 

(Tel)  519-622-6333 

Sales,  Service,  Design,  Build/Install,  UV,  Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

PWBS 

237  Elgin  St. 

Brantford  ,  ON  N3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Trow  Associates  Inc. 
1000-C  Lang's  Drive 
Cambridge  ,  ON  NIR  6Z7 
(Tel)  519-622-2470 

Consulting  Engineers  -  water  supply  and  treatment 

Wolesley  Mechanical  Group 
1 144  Industrial  Rd. 
Cambridge  ,  ON  N3H  4W4 
(Tel)  519-650-4027 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 


Chatham 


Todgham  &  Case  Associates  Inc. 
131  Heritage  Road,  P.O.  Box  1326 
Chatham,  ON N7M 5R9 
(Tel)  (519)  354-0400 

Consulting  Engineers  -  water  supply  and  treatment 
Water  Elite 

270  Inshes  Ave.,  Unit  2 
Chatham,  ON  N7M  2Z7 
(Tel)  519-351-3188 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Wolesley  Mechanical  Group 
350  Riverview  Dr. 
Chatham,  ON N7M 5L1 
(Tel)  519-354-5220 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Cornwall/Hawkesbury 

Casey  Mechanical  Inc. 
33  Fennell  Cr. 
Cornwall ,  ON  K6J  4V3 
(Tel)  613-938-1210 

Comfort  Water  Treatment  Limited 
33  Main  N. 

Alexandria  ,  ON  KOC  lAO 
(Tel)  613-525-3877 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Maurice  Dequire  Water 
RR2 

Alexandria  ,  ON  KOC  1  AO 
(Tel)  613-525-4319 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Rainsoft  Water  Treatment 
924  Carleton  St. 
Cornwall ,  ON  K6H  6B9 


(Tel)  613-938-0506 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

SDG  Watertek 

1495  Holy  Cross  Bl. 
Cornwall ,  ON  K6H  2W9 
(Tel)  613-938-0503 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Thompson  Rosemount  Group 
1345  Rosemount  Ave. 
Cornwall ,  ON  K6J  3E5 
(Tel)  613-933-5602 

Consulting  engineers  -  water  supply  and  treatment 

Traitement  D'eau  Desforges 
145  Ste.  Catherine 
St.  Isidore  ,  ON  KOC  2B0 
(Tel)  613-524-2177 

Trow  Associates  Inc. 
240-1 100  Marleau  Avenue 
Cornwall ,  ON  K2H  2W8 
(Tel)  613-936-9973 

Consulting  Engineers  -  water  supply  and  treatment 

Wolesley  Mechanical  Group 
2905  Marleau  St. 
Cornwall ,  ON  K6H  6B5 
(Tel)  613-933-1076 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Durham  Region 

A  Brian  Hayes  Plumbing 
448  Ritson  S. 
Oshawa,  ONL1H5J9 
(Tel)  905-576-3043 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Valves,  Pipes,  Fittings, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 


All  Water  Solutions  Inc. 
1 1  Waring  Ave. 


Brooklin  ,  ON  LIM  1G4 
(Tel)  905-655-9053 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Aquarian  Pure  Water  Co.  Inc. 
1750  Fairport 
Pickering,  ON  LIV  1S8 
(Tel)  905-837-1956 

Sales,  Service,  Build/Install,  Filters,  Membrane  Filtration 

Brent's  Plumbing  &  Heating 
111  Stagemaster  Cr. 
Courtice  ,  ON  LIE  2X4 
(Tel)  905-434-1825 

Canrede  Inc. 
300  Water  Street 
Whitby  ,  ON  LIN  9J2 
(Tel)  (905)  668-9363 

Consulting  Engineers  -  water  supply  and  treatment 

Drew  Canada 
525  Finley  Ave. 
Ajax  ,  ON  LIS  2E5 
(Tel)  905-683-0150 

Durham  Water  Treatment  Ltd. 
18  Second  Ave. 
Uxbridge  ,  ON  L9P  1 J9 
(Tel)  905-852-9455 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Eco  Water  Systems 
219  King  St. 

Bowmanville  ,  ON  LlC  1P7 
(Tel)  905-623-8899 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Ecowater  -  Whitby 
1621  McEwan  Dr. 
Whitby  ,  ON  LIN  9A5 
(Tel)  905-433-0049 


Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Simcoe  Engineering  Group  Limited 
1815  Ironstone  Manor,  Suite  10 
Pickering  ,  ON  LIW  3W9 
(Tel)  (905)  831-1715 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 
maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

Consulting  Engineers  -  water  supply  and  treatment 

The  Semas  Group 

110  Scotia  Court,  Unit  41 

Whitby,  ON  LIN  8Y7 

(Tel)  (905)  686-6402 

Consulting  Engineers  -  water  supply  and  treatment 

Totten  Sims  Hubicki  Associates  (1997)  Limited 
300  Water  Street 
Whitby  ,  ON  LIN  9J2 
(Tel)  (905)  668-9363 

Consulting  Engineers  -  water  supply  and  treatment 

VIO  Water  Treatment  System  Inc. 
1894  Scugog  St. 
Port  Perry  ,  ON  L9L  1H7 
(Tel)  905-985-4900 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Greater  Toronto  Area 

Associated  Engineering  (Ont.)  Ltd. 
21  Four  Seasons  Place,  Suite  525 
Toronto,  ON  M9B  6J8 
(Tel)  (416)  622-9502 

Consulting  Engineers  -  water  supply  and  treatment 


Acres  International  Limited 
480  University  Avenue 
Toronto  ,  ON  MSG  1V2 
(Tel)  (416)  595-2000 

Consulting  Engineers  -  water  supply  and  treatment 

AH  Simpson  Industries  Ltd. 
889  Pantera  Dr. 
Mississauga ,  ON  L4W  2R9 
(Tel)  905-206-0599 

Sales,  Service,  Design,  Build/Install,  UV,  Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Aldworth  Engineering  Inc. 
85  Curlew  Drive,  Suite  103 
Toronto  ,  ON  M3A  2P8 
(Tel)  (416)  446-6300 

Consulting  Engineers  -  water  supply  and  treatment 

All  About  Water  Ltd. 
45  Scarlett 

Toronto  ,  ON  M6N  4J8 
(Tel)  416-763-5638 

ALTECH  Environmental  Consulting  Ltd. 
12  Banigan  Drive 
Toronto  ,  ON  M4H  1E9 
(Tel)  (416)  467-5555 

Specifies,  designs,  builds  and  audits  drinking  water  systems 

AMEC  Earth  &  Environmental  Limited 
160  Traders  Blvd.  East,  Suite  110 
Mississauga  ,  ON  L4Z  3K7 
(Tel)  (905)  568-2929 

Consulting  Engineers  -  water  supply  and  treatment 

Aqua  Choice  Technologies  Corp. 
509-1315  Lawrence  Ave.  E. 
Toronto  ,  ON  M3A  3R3 
(Tel)  416-443-2999 

Sales,  Service,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Pumps,  Valves,  Pipes, 
Fittings 


Aquaman  Water  Care  Services 
19  Marylebone  Crescent 


Richmond  Hill ,  ON  L4E  2L5 
(Tel)  905-773-7065 

Aqua  Pure  Systems  Ltd. 
1500  Royal  York  Rd. 

Toronto  ,  ON  M9P  3B6 
(Tel)  416-244-6411 

Sales,  Service,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Valves,  Pipes,  Fittings,  Chemicals 

Aqua  Pure  Systems  Ltd. 
3105  Winston  Churchill  Blvd. 
Mississauga ,  ON  L5L  5S3 
(Tel)  905-569-3228 

Sales,  Service,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Valves,  Pipes,  Fittings,  Chemicals 

Aqua  Solutions  Equipment  Inc. 
170  Esna  Park  Dr. 
Markham  ,  ON  L3R  1E3 
(Tel)  905-513-8288 
Sales,  Service,  UV,  Filters 

Aqua  Technologies  Inc. 
1  Raymerville  Dr. 
Markham ,  ON  L3P  5J5 

(Tel)  905-294-3933 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Instrumentation 
and  Control,  Valves,  Pipes,  Fittings 

Aquabon  Water  Refiners  Ltd. 
33  Station  St. 
Maple  ,  ON  L6A  1P9 
(Tel)  905-832-2887 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Aqua-Sana 
4300  Steeles  Ave.  W. 
Woodbridge  ,  ON  L4L  4C2 
(Tel)  1-800-223-8015 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

BAC  Chemicals  Ltd. 
6635  Kitimat 


Mississauga  ,  ON  L5N  4J4 
(Tel)  905-821-7177 


Barker  Terp  Gibson  Limited 
37  Elynhill  Drive 
North  York  ,  ON  M2R  1C5 
(Tel)  (416)  223-6361 

Consulting  Engineers  -  water  supply  and  treatment 

Canpro  Water  Treatment  Inc. 
80  west  Beaver  Creek 
Richmond  Hill ,  ON  L4B  1H3 
(Tel)  905-881-3788 

Cansult  Limited 
60  Renfrew  Drive,  #300 
Markham ,  ON  L3R  OEl 
(Tel)  (905)  470-2010 

Consulting  Engineers  -  water  supply  and  treatment 

CH2M  Hill  Canada  Limited 
255  Consumers  Road 
Toronto  ,  ON  M2J  5B6 
(Tel)  (416)  499-9000 

Consulting  Engineers  -  water  supply  and  treatment 

Chem-Plus  Transcanada  Water 
296  Silverstone  dr. 
Toronto,  ON  M9V  3J4 
(Tel)  416-749-4443 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Chisholm,  Fleming  and  Associates 
317  Renfrew  Drive,  Suite  301 
Markham  ,  ON  L3R  9S8 
(Tel)  (905)  474-1458 

Consulting  Engineers  -  water  supply  and  treatment 

Clearwater  Systems 
310  Judson  St.  ,  Unit  9 
Toronto  ,  ON  M8Z  5T6 
(Tel)  416-251-3156 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 


Clemat  Water  Filtration  Systems 
2  Peace  Valley  Cr. 
Brampton  ,  ON  L6R  1G6 
(Tel)  905-793-4448 

Cole,  Sherman  &  Associates  Limited 
75  Commerce  Valley  Drive  East 
Thomhill ,  ON  L3T  7N9 
(Tel)  (905)  882-4401 

Consulting  Engineers  -  water  supply  and  treatment 

Cosburn  Patterson  Mather  Limited 
7270  Woodbine  Ave.,  Suite  300 
Markham  ,  ON  L3R  4B9 
(Tel)  (905)  474-0455 

Consulting  Engineers  -  water  supply  and  treatment 

CuUigan  -  Toronto 
2213  N.  Sheridan  Way 
Mississauga ,  ON  L5K  1A5 
(Tel)  905-403-9733 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

CuUigan  -  West  Toronto 
5889  Coopers  Ave. 
Mississauga  ,  ON  L4Z  1P9 
(Tel)  905-890-2803 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Cumming-Cockbum  Limited 
65  Allstate  Parkway,  Suite  300 
Markham ,  ON  L3R  9X1 
(Tel)  905-475-4222 

Consulting  Engineers  -  water  supply  and  treatment 

Cumming-Cockbum  Limited 
9133  Leslie  St.,  Suite  200 
Richmond  Hill ,  ON  L4B  4N1 

(Tel)  905-763-2322 

Consulting  Engineers  -  water  supply  and  treatment 

Danamark  Water  Treatment  Products 
135  NuggettCrt. 
Brampton  ,  ON  L6T  5H4 


(Tel)  905-792-2353 

Sales,  Service,  Design,  UV,  Filters,  Valves,  Pipes,  Fittings 

Delcan  Corporation 
133  Wynford  Drive 

Toronto  ,  ON  M3C  IKl 
(Tel)  (416)  441-4111 

Consulting  Engineers  -  water  supply  and  treatment 

Dillon  Consulting  Limited 

100  Sheppard  Avenue  East,  Suite  450 

Toronto  ,  ON  M2N  6N5 

(Tel)  (416)  229-4646 

Consulting  Engineers  -  water  supply  and  treatment 

Don  Hellam  Enterprises 
1965  Britannia  Rd.  W. 
Streetsville  ,  ON  L5M  4Y4 
(Tel)  905-826-1328 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

FAD  MacDonald  Inc.  c/o  Macviro  Consultants 
90  Allstate  Parkway,  Suite  600 
Markham  ,  ON  L3R  6H3 
(Tel)  (905)  475-7270 

Consulting  Engineers  -  water  supply  and  treatment 

Earth  Tech  Canada  Inc. 
45  Green  Belt  Drive 
Don  Mills  ,  ON  M3C  3K3 
(Tel)  (416)  445-3600 

Consulting  Engineers  -  water  supply  and  treatment 

Ecowater  Canada  Ltd. 
5240  Bradco  Blvd. 
Mississauga  ,  ON  L4W  1G7 
(Tel)  905-629-0190 

Sales,  Design,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation 
and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Elma  Water  Technologies 
9033  Leslie  St. 
Richmond  Hill,  ON  L4B  4K3 
(Tel)  905-882-9784 


Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  pipes.  Fittings,  Chemicals 

Envirogard  Products  Ltd. 
446  Major  Mackenzie  Dr.  E. 
Richmond  Hill ,  ON  L4C  1J2 
(Tel)  905-884-9388 

Sales,  Design,  Build/Install,  UV,  Filters,  Membrane  Filtration 

Filter  Innovations  Inc. 
744  Gordon  Baker 
Toronto  ,  ON  M2H  3B4 
(Tel)  416-490-7848 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Fletcher  Associates 
4172  Dundas  Street  West 
Toronto  ,  ON  M8X  1X3 
(Tel)  (416)  239-7632 

Consulting  Engineers  -  water  supply  and  treatment 

Flexline  Technologies  Inc. 
604  Edward  St. 
Richmond  Hill ,  ON  L4C  9Y7 
(Tel)  905-780-1070 

Flow  Water  Solutions 
1723  Station  Rd 
Caledon  ON  L7C  3L2 
(Tel)  905-838-0408 
(Toll  Free)  1-866-852-6554 
(Fax)  905-838-5656 

Sales,  Service,  Design,  Build,  Install  Well  pumps.  Pressure  tanks,  UV  ,  Chlorination, 
Flocculation,  Filters,  Softeners,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings,  Chemicals,  Lie  Water  Well  Techs.  See  web  site  for  more 
details  www.flowwater.ca 

Fontenac  (Arlat  Inc.) 
6  Bram  Crt. 

Brampton  ,  ON  L6W  3R6 

(Tel)  905-457-5145 

Sales,  Service,  Design,  Build/Install 

Forefront  Initiatives  Inc. 
603  Millway  Ave.,  Unit  3 


Vaughan,  ON  L4K3V1 
(Tel)  905-760-5665 


Golder  Associates  Ltd. 
2550  ArgentiaRoad,  Suite  213 
Mississauga  ,  ON  L5N  5R1 
(Tel)  (905)  819-0600 

Consulting  Engineers  -  water  supply  and  treatment 

Hague  Quality  Water 
9033  Leslie  St. 
Richmond  Hill,  ON  L4B  4K3 
(Tel)  905-886-6621 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Hargrave  &  Burdick,  Environmental  Inc. 
61  Brooklyn  Avenue 
Toronto  ,  ON  M4M  2X4 
(Tel)  (416)  410-4188 

Consulting  Engineers  -  water  supply  and  treatment 

Higgins  Engineering  Limited 
23  Lesmill  Road,  Suite  204 
North  York  ,  ON  M3B  3P6 
(Tel)  (416)  443-8001 

Consulting  Engineers  -  water  supply  and  treatment 

Jacques,  Whitford  &  Associates  Limited 
1200  denison  Street 
Markham  ,  ON  L3R  8G6 
(Tel)  (416)  495-8614 

Consulting  Engineers  ?  water  resource  management 

Judo  North  America 
89  Edican  Dr. 
Concord  ,  ON  L4K  3S6 
(Tel)  905-660-3397 

Kanstyle  Products  Inc. 
22  Marilyn  Ave. 
Toronto  ,  ON  MIS  ICl 
(Tel)  416-754-0949 

KMK  Consuhants  Limited 
220  Advance  Blvd. 


Brampton  ,  ON  L6T  4J5 
(Tel)  (905)  459-4780 

Consulting  Engineers  -  water  supply  and  treatment 

Lifetime  Water  Systems 
1075  Fewster  Dr. 
Mississauga  ,  ON  L4W  1A2 
(Tel)  905-629-2377 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Lisle -Metrix  Ltd. 
30  Royal  Cresc.  Crt. 
Markham  ,  ON  L3R  9W8 
(Tel)  416-249-9151 

Sales,  Design,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Living  Water  Canada 
3003  Sheppard  Ave.  E. 
Toronto  ,  ON  MIT  3J5 
(Tel)  416-497-2929 

Sales,  Service,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps, 
Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

MacViro  Consultants  Inc. 
90  Allstate  Parkway,  Suite  600 
Markham  ,  ON  L3R  6H3 
(Tel)  (905)  475-7270 

Consulting  Engineers  -  water  supply  and  treatment 

Making  Waves  Water  Solutions 
89  Roncesvalles  Ave. 
Toronto  ,  ON  M6R  2K6 
(Tel)  416-530-7549 

Sales,  Service,  Design,  Build/Install,  UV,  Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Marshall  Macklin  Monaghan  Limited 
80  Commerce  Valley  Drive  East 
Thornhill ,  ON  L3T  7N4 
(Tel)  (905)  882-1100 

Consulting  Engineers  -  water  supply  and  treatment 

Mitchell,  Pound  &  Braddock  Limited 
The  Darrowby  Building,  4  Church  St.  S. 
Richmond  Hill ,  ON  L4C  1W2 


(Tel)  (905)  883-1500 

Consulting  Engineers  -  water  supply  and  treatment 

Morrison  Hershfield  Limited 
235  Yorkland  Blvd.,  Suite  600 

Toronto  ,  ON  M2J  ITl 
(Tel)  (416)  499-3110 

Consulting  Engineers  -  water  supply  and  treatment 

Multi-Pure  Drinking  Water  Systems 
51-B  Roosevelt  Dr. 
Richmond  Hill,  ON  L4C  6V2 
(Tel)  905-882-2577 

Sales,  Service,  Design,  Build/Install,  Filters,  Pumps,  Instrumentation  and  Control, 
Valves,  Pipes,  Fittings 

Neptune-Nimbus  Water  Systems 
2  Manor  E. 

Toronto  ,  ON  M4S  1P8 
(Tel)  416-488-7072 

Nimbus  Water  Systems  Inc. 

928  Wilson  Avenue 
Toronto  ,  ON  M3K  1E7 
(Tel)  (416)  658-5180 

Water  treatment  systems  and  service  to  residential  and  commercial  clients 

Paul  Theil  Associates  Limited 
131  Delta  Park  Blvd. 
Brampton  ,  ON  L6T  5M8 

(Tel)  (905)  792-2215 

Consulting  Engineers  -  water  supply  and  treatment 
Pellemon  Inc. 

789  Don  Mills  Road,  Suite  800 
Don  Mills  ,  ON  M3C  1T5 
(Tel)  (416)  422-4056 

Consulting  Engineers  -  water  supply  and  treatment 

Peto  MacCallum  Ltd. 
165  Cartwright  Avenue 
Toronto  ,  ON  M6A  1V5 
(Tel)  (416)  785-5110 

Consulting  Engineers  -  water  supply  and  treatment 


Planmac  Inc. 

15  North  Queen  Street,  Suite  105 
Toronto  ,  ON  M8Z  6C1 
(Tel)  (416)  626-5300 

Consulting  Engineers  -  water  supply  and  treatment 

Prizma  Water  Company  Products  &  Services 
35  McCleary  Crt. 
Concord,  ON  L4K  3Y9 

(Tel)  905-660-2379 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Prosum  Engineering  Limited 
56  Goddard  Street 
North  York  ,  ON  M3H  5E2 
(Tel)  (416)  631-6355 

Consulting  Engineers  -  water  supply  and  treatment 

Pure  Flow  Water  Inc. 
4800  Dundas  St.  W. 
Toronto  ,  ON  M9A  IBl 

(Tel)  416-232-1699 

Sales,  Service,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Pure  Water  Distillers  Ltd. 
240  Willowdale 
Toronto  ,  ON  M2N  4Z5 
(Tel)  416-221-1404 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

R.  V.  Anderson  Associates  Limited 
2001  Sheppard  Ave.  East,  Suite  400 
Willowdale  ,  ON  M2J  4Z8 
(Tel)  (416)  497-8600 

Consulting  Engineers  -  water  supply  and  treatment 

R.A.N. D.  Engineering  Corporation 
5285  Solar  Drive 
Mississauga  ,  ON  L4W  5B8 
(Tel)  (905)  625-9500 

Consulting  Engineers  -  water  supply  and  treatment 


Rady-Pentek  &  Associates  Inc. 
465  Wilson  Avenue 
Downsview  ,  ON  M3H  1T9 
(Tel)  (416)  635-5000 

Consulting  Engineers  -  water  supply  and  treatment 

Reinders  Consultants  Limited 
201  County  Court  Blvd.,  Suite  500 
Brampton  ,  ON  L6W  4L2 
(Tel)  (905)  457-1618 

Consulting  Engineers  -  water  supply  and  treatment 

Riaboy  Engineering  Limited 
120  Overbrook  Place,  Suite  109 
Downsview  ,  ON  M3H  4P8 
(Tel)  (416)  638-0772 

Consulting  Engineers  -  water  supply  and  treatment 

Saaf  Water  Inc. 
12  Ruthmar  Cres. 
North  York ,  ON  M3N  2C5 
(Tel)  416-667-1926 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Schaeffer  &  Associates  Ltd. 
64  Jardin  Drive 
Concord  ,  ON  L4K  3P3 
(Tel)  (905)  738-6100 

Consulting  Engineers  -  water  supply  and  treatment 

SNC-Lavalin  Engineers  &  Constructors  Inc. 
2200  Lakeshore  Blvd.  West 
Toronto  ,  ON  M8V  1 A4 
(Tel)  (416)  252-5311 

Consulting  Engineers  -  water  supply  and  treatment 

Stantec  Consulting  Ltd. 

300  -  675  Cochrane  Drive,  West  Tower 

Markham,  ON  L3R  0B8 

(Tel)  (905)  944-7777 

Consulting  Engineers  -  water  supply  and  treatment 

Stantec  Consulting  Ltd. 

401  Wellington  Street,  Suite  100 

Toronto,  ON  M5V  1E7 


(Tel)  (416)  596-6666 

Consulting  Engineers  -  water  supply  and  treatment 

Stantec  Consulting  Ltd. 
7070MississaugaRd.,  Ste.  160 

Mississauga  ,  ON  L5N  7G2 
(Tel)  905-858-4424 

Consulting  engineers  -  water  supply  and  treatment 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 
maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

The  Pump  House 
3395  American  Dr. 
Mississauga ,  ON  L4V  1T5 
(Tel)  905-671-3721 

Sales,  UV,  Chlorination,  Ozonation,  Filters,  Membrane  Filtration,  Pumps, 
Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

The  RPA  Group 

100  Sheppard  Avenue  East,  Suite  700 
North  York  ,  ON  M2N  6N5 
(Tel)  (416)  229-4000 

Consulting  Engineers  -  water  supply  and  treatment 

Trow  Associates  Inc. 
1595  Clark  Blvd. 
Brampton  ,  ON  L6T  4V1 
(Tel)  (905)  793-9800 

Consulting  Engineers  -  water  supply  and  treatment 

Trow  Associates  Inc. 
70  Gibson  Dr. ,  Unit  12 
Markham  ,  ON  L3R  4C2 
(Tel)  905-470-0073 

Consulting  Engineers  -  water  supply  and  treatment 

Trow  Associates  Inc. 

1200  Philip  Murray  Ave.  ,  Unit  6 

Oshawa  ,  ON  LIJ  6Z8 


(Tel)  905-728-4974 

Consulting  Engineers  -  water  supply  and  treatment 

UMA  Group 
5080  Commerce  Blvd. 
Mississauga  ,  ON  L4W  4P2 
(Tel)  (905)  238-0007 

Consulting  Engineers  -  water  supply  and  treatment 

Universal  Water  Technology  Inc. 
3255  Highway  7 
Markham  ,  ON  L3R  3P9 
(Tel)  905-943-9889 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

VIO  Systems  (Eco  Water) 
175  West  Beaver  Creek 
Richmond  Hill ,  ON  L4B  3M1 
(Tel)  905-886-1336 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Walters  Forensic  Engineering,  Division  of  Walters  Consulting  Corp 
277  Wellington  Street  West 
Toronto  ,  ON  M5V  3H2 
(Tel)  (416)  971-8900 

Consulting  Engineers  -  water  supply  and  treatment 

Wardrop  Engineering  Inc. 
6725  Airport  Road  ,  6th  Floor 
Mississauga  ,  ON  L4V  1V2 
(Tel)  (905)  673-3788 

Consulting  Engineers  -  water  supply  and  treatment 

Water  Mart-Total  Water  Store 
8121  Yonge  St. 
Thornhill ,  ON  L3T  2C6 
(Tel)  905-886-7233 

Sales,  Service,  Build/Install,  UV,  Filters,  Membrane  Filtration 

Water  MD  Ltd. 

1870  St.  Clair  Ave.  W. 

Toronto  ,  ON  M6N  1J8 
(Tel)  416-652-0060 


Sales,  Service,  Design,  Build/Install,  Filters,  Instrumentation  and  Control,  Valves,  Pipes, 
Fittings 

Water  Quality  Control  Systems 
605  Denison 
Markham  ,  ON  L3R  1B8 
(Tel)  905-944-9465 

Wolesley  Mechanical  Group 
1414  Warden  Ave. 
Toronto  ,  ON  MIR  5 A3 
(Tel)  416-752-3130 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wolesley  Mechanical  Group 
2885  Dufferin  St. 
Toronto  ,  ON  M6B  3S5 
(Tel)  416-787-4242 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wolesley  Mechanical  Group 
200  Queen's  Quay,  Unit  3 
Toronto  ,  ON  M5A  4K9 
(Tel)  416-703-5122 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wolesley  Mechanical  Group 

1581  Queensway,  Unit  3 
Toronto  ,  ON  M8Z  5W9 
(Tel)  416-252-5628 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wolesley  Mechanical  Group 
635  Westbume  Dr. 
Vaughan,ONL4K4R8 
(Tel)  905-879-0034 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 


Fergus 


PWBS 

237  Elgin  St. 

Brantford  ,  ON  N3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 
maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

Thompson  Rosemount  Group 
160  St.  David  St.  S. ,  Unit  203 
Fergus  ,  ON  NIM  2L3 
(Tel)  519-843-2552 

Consulting  engineers  -  water  supply  and  treatment 

Grey-Bruce 

Kathie  Hughes 

Water  Support  Service 

136  Ishwar  Drive 

Kempble  ,  ON  NOH  ISO 

(Tel)  519-270-5622/519-370-0091 

Sampling,  Water  Treatment  Operations 

Guelph 

Calgon  Carbone  Corporation 
125  King  Street 
Guelph  ,  ON  NIE  4P7 
(Tel)  519-824-8318 
Systems,  engineering,  design, 
operation  and  maintenance 

CuUigan  -  Guelph 
240  Sivercreek  Pkwy 
Guelph ,  ON  NIH  1E7 
(Tel)  519-836-2627 


Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Custom  Blended  Treatment  Limited 
188  Country  Club  Dr. 

Guelph,  ONNIE  3L2 
(Tel)  519-822-0954 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Eramosa  Engineering  Inc. 
176  Speedvale  Avenue  West 
Guelph,  ON N1H1C3 
(Tel)  (519)  763-7774 

Consulting  Engineers  -  water  supply  and  treatment 

ESSE  Environmental  Health 

416  Elgin  Street,  P.O.Box  35 

Brantford,ON  N3T  5M3 

toll  free  1-866-356-3773 

email  admin@esse-environmental.com 

website;esse-environmental.com 

Consultants,  water  supply,  treatment,  sampling,  wells  and  cisterns. 

Gamsby  and  Mannerow  Limited 
255  Woodlawn  Road  West,  Suite  210 
Guelph  ,  ON  NIH  8J1 
(Tel)  (519)  824-8150 

Consulting  Engineers  -  water  supply  and  treatment 

Purification  Research  Technologies  Inc. 
60  Taggart  St. 
Guelph  ,  ON  NIH  6H8 
(Tel)  519-837-9724 
Design,  Ozonation,  Filters 

PWBS 

237  Elgin  St. 

Brantford,ONN3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Rainsoft-Analtech  Ltd. 
291  Woodlawn  W. 


Guelph  ,  ON  NIH  7L6 
(Tel)  519-821-8464 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Royal  Water  Treatment  Ltd. 
355  Elmira  Rd.  N. 
Guelph,  ON  NIK  1S5 
(Tel)  519-821-7638 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Te^Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 
maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

Wolesley  Mechanical  Group 

362  Silvercreek  Pkwy  N. 
Guelph  ,  ON  NIH  1E7 
(Tel)  519-821-4021 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wyckomar  Inc. 
P.O.  Box  611 

Guelph  ,  ON  NIH  6L3  1A8 
(Tel)  519-822-1886 

Sales,  Service,  Design,  UV,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Hamilton 

Abyss  Water  Systems 
707  Rymal  W. 
Hamilton  ,  ON  L9B  2N9 
(Tel)  905-318-9764 

Sales,  Service,  Build/Install,  UV,  Chlorination,  Membrane  Filtration,  Pumps, 
Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Aqua  Technical  Sales 
55  Undermount  Ave. 


Hamilton  ,  ON  L8P  3Z7 
(Tel)  905-528-3807 

Sales,  Service,  UV,  Ozonation,  Filters,  Membrane  Filtration,  Pumps 
Azurix  North  America  Engineering  Corp. 

100  King  Street  West,  Suite  2200  ,  P.O.  Box  57179,  Jackson  Station 
Hamilton  ,  ON  L8P  4X1 
(Tel)  (905)  521-1988 

Consulting  Engineers  -  water  supply  and  treatment 

ESSE  Environmental  Health 

416  Elgin  Street,  P.O.Box  35 

Brantford,ONN3T  5M3 

toll  free  1-866-356-3773 

email  admin  @  esse-environmental.com 

website;esse-environmental.com 

Consultants,  water  supply,  treatment,  sampling,  wells  and  cisterns. 

Ecowater  -  Hamilton 
8  Nancy  St. 

Hamilton  ,  ON  L8T  3L8 
(Tel)  905-387-7616 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Glanbrook  Water  Services  Inc. 
5426  Whitechurch  Rd. 
Mount  Hope,  ON  LOR  IWO 
(Tel)  905-308-1445 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

PWBS 

237  Elgin  St. 

Brantford,ONN3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Rainsoft 

4-  70  Unsworth  Dr. 
Hamilton  ,  ON  L8W  3K4 

(Tel)  905-318-5909 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 


Taylor 's  Plumbing  &  Showroom 
300  Dundas  St.  E. 
Waterdown  ,  ON  LOR  2H0 
(Tel)  905-689-4777 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Trow  Associates  Inc. 
428  Millen  Road 

Stoney  Creek  ,  ON  L8E  3N9 
(Tel)  905-664-3300 

Consulting  Engineers  -  water  supply  and  treatment 

Wolesley  Mechanical  Group 
3  Burford  Rd. 
Hamilton  ,  ON  L8E  3C6 
(Tel)  905-573-5100 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Kapuskasing 

CuUigan  -  Kapuskasing 
24  Brunetville  Rd. 
Kapuskasing  ,  ON  P5N  2E7 
(Tel)  705-335-6135 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

G.T.  Plumbing  &  Heating 
14  Ash  St. 

Kapuskasing  ,  ON  P5N  2C8 
(Tel)  705-335-3243 

Sales,  Service,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps, 
Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Kincardine/Listowel/Hanover 

B.  M.  Ross  and  Associates  Limited 
62  North  Street 
Goderich  ,  ON  N7A  2T4 
(Tel)  (519)  524-2641 

Consulting  Engineers  -  water  supply  and  treatment 

Coda  Glass  Ltd. 
RR  3  (  Conn  ) 


Mount  Forest ,  ON  NOG  INO 
(Tel)  519-323-3460 

Sales,  Service,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

CuUigan  -  Hanover 
633-  11th  Avenue 
Hanover  ,  ON  N4N  2S5 
(Tel)  519-364-3830 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 
maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

Tri-Matic  Ltd. 
222  George  St. 
Arthur  ,  ON  NOG  lAO 
(Tel)  519-848-2570 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Kingston 

Aureus  Solutions  Inc. 
184  Wellington  St.  Suite  3 
Kingston  ,  ON  K7L  3E4 
Tel:  1-613-531-3680 
Email:  info@aursi.ca 
Website:  www.aursi.ca 

Optimizing  existing  water/wastewater  plants  using  on-site  process  support.  Emphasis  on 
skills  transfer. 

Bill  Chapman's  Pump  Shop 
571  Counter  St. 
Kingston,  ON  K7M  3L5 
(Tel)  613-549-5153 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 


Burton 's  Water  Treatment  Chemicals 
661  Montreal  St. 
Kingston  ,  ON  K7K  3J3 
(Tel)  613-545-0899 
Sales,  Chemicals 

Cumming-Cockbum  Limited 
650  Dalton  Ave. 
Kingston  ,  ON  K7M  8N7 
(Tel)  613-531-4440 

Consulting  engineers:  Water  supply,  source  protection  and  water  treatment 

MacDonald  &  Sons  Ltd. 
244  Dalton  Av. 
Kingston  ,  ON  K7K  6C3 
(Tel)  613-347-2398 

Sales,  UV,  Chlorination,  Ozonation,  Filters,  Membrane  Filtration,  Pumps,  Valves,  Pipes, 
Fittings 

Rainsoft  Water  Treatment 
426  Macdonnell  St. 
Kingston  ,  ON  K7L  4E4 

(Tel)  613-545-5945 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Tapped  In  Consulting 

1  Deha  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  501 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling, 
equipment  maintenance,  adverse  water  result  consultation,  administration  including 
annual  reports,  DWS  profile,  categorization  form  and  procurement  of  treatment 
equipment 

Thompson  Rosemount  Group 
785  Midpark  Drive 
Kingston  ,  ON  K7M  7G3 
(Tel)  613-634-7373 

Consulting  engineers  -  water  supply  and  treatment 

Trow  Associates  Inc. 

The  Woolen  Mill 

4  Cataraqui  Kingston  ,  Ste.  315 

Kingston  ,  ON  K7K  1Z7 


Tel:  (613)  542-1253 

Consulting  Engineers  -  water  supply  and  treatment 

Water  and  Earth  Science  Associates  Ltd.  (WESA) 
The  Tower  -  The  Woolen  Mill 

4  Cataraqui  Street 
Kingston,  Ontario  K7K  1Z7 
phone:  (613)  531-2725 
fax:  (613)  531-1852 

Engineering  and  hydrogeological  services  for  provision  of  affordable,  clean,  and  safe 
drinking  water. 

Wolesley  Mechanical  Group 
75  Harvey  St. 
Kingston,  ON  K7K5C1 
(Tel)  613-546-3141 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

KitchenerAV  aterloo 

AA  Weitzel  Pumps  and  Water  Treatment 
4009  Perth  Rd.  107,  Box  84 
Shakespeare,  ON  NOB  2P0 
(Tel)  519-625-8332 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Accu  Pumps  Distributing 
125  Griffith  Rd. 
Stratford,  ON N5 A 6S4 
(Tel)  519-272-1005 

Sales,  Design,  UV,  Chlorination,  Ozonation,  Filters,  Membrane  Filtration,  Pumps, 
Valves,  Pipes,  Fittings 

Albrecht  Plumbing  Inc. 
259  Woodstock  St. 
Tavistock  ,  ON  NOB  2R0 
(Tel)  519-539-6431 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Valves,  Pipes,  Fittings,  Chemicals 

Aqua-Alterantives 
900  Guelph  St. 

Kitchener  ,  ON  N2H  5Z6 
(Tel)  519-584-7474 


Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Bennett  Softener  &  Purification 
Lancaster  St.  Plaza 
Kitchener  ,  ON  N2H  4V4 
(Tel)  519-579-0523 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Canadian  Water  Conditioning 
16-62  McBrine  PI. 
Kitchener,  ON  N2R  1H3 
(Tel)  519-748-4343 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Conestoga-Rovers  &  Associates  Limited 
651  Colby  Drive 
Waterloo  ,  ON  N2V  1C2 
(Tel)  (519)  884-0510 

Consulting  Engineers  -  water  supply  and  treatment 

Crystal  Clear  Water  Centres 
324  Highland  W. 
Kitchener ,  ON  N2M  5G2 

(Tel)  519-745-2795 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Pumps,  Valves, 
Pipes,  Fittings,  Chemicals 

Crystal  Clear  Water  Centres 
35  University  Avenue  East 
Waterloo,  ON  N2J  2V9 
(Tel)  519-886-3339 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Pumps,  Valves, 
Pipes,  Fittings,  Chemicals 

CuUigan  -  Kitchener 
637  Victoria  St.  N. 
Kithener  ,  ON  N2H  5G4 
(Tel)  519-744-8194 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Cumming-Cockbum  Limited 
180  King  St.  South,  Suite  140 


Waterloo  ,  ON  N2J  1P8 
(Tel)  519-685-2255 

Consulting  Engineers  -  water  supply  and  treatment 

D.  H.  Jutzi  Limited 
279  Lome  St.  E. 
Stratford,  ON  N5A  6T1 
(Tel)  519-271-9831 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

ESSE  Environmental  Health 

416  Elgin  Street,  P.O.Box  35 

Brantford,ON  N3T  5M3 

toll  free  1-866-356-3773 

email  admin  @  esse-environmental.com 

website;esse-environmental.com 

Consultants,  water  supply,  treatment,  sampling,  wells  and  cisterns. 

Houeshold  Softener  Salt  Distributors 
13  Maple  St. 

Milverton ,  ON  NOK  IMO 
(Tel)  519-595-2425 

K.  Smart  Associates  Limited 
85  Mclntyre  Drive 
Kitchener  ,  ON  N2R  1G2 
(Tel)  (519)  748-1199 

Consulting  Engineers  -  water  supply  and  treatment 

MTE  Consultants  Inc. 
650  Riverbend  Drive 
Kitchener  ,  ON  N2K  3S2 
(Tel)  (519)  743-6500 

Consulting  Engineers  -  water  supply  and  treatment 

Ontario  Soft  Water 
1305  Victoria  N. 
Kitchener ,  ON  N2B  3E3 

(Tel)  519-579-2970 

Sales,  Service,  Design,  Build/Install,  UV,  Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

PWBS 

237  Elgin  St. 

Brantford  ,  ON  N3S  5A8 


(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Stantec  Consulting  Ltd. 
49  Frederick  Street 
Kitchener  ,  ON  N2H  6M7 
(Tel)  (519)  579-4410 

Consulting  Engineers  -  water  supply  and  treatment 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 
maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

The  Healthy  Home 
143  Westmount  Rd.  E. 
Kitchener  ,  ON  N2M  4Y6 
(Tel)  519-894-4772 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

The  Walter  Fedy  Partnership 
546  Belmont  Ave.  West 
Kitchener  ,  ON  N2M  1N5 
(Tel)  (519)  576-2150 

Consulting  Engineers  -  water  supply  and  treatment 

Total  Water  Treatment 

625  Wabanaki  Dr. 
Kitchener  ,  ON  N2C  2G3 
(Tel)  519-894-3222 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Wolesley  Waterworks  Group 
110  Hanson  Ave. 
Kitchener  ,  ON  N2C  2E2 
(Tel)  519-741-4044 


Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

London/St.  Thomas 

ARC  Water  Treatment 
82031  Dutch  Line 
Blyth  ,  ON  NOM  2H0 
(Tel)  519-523-9015 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

BetzDearbom  Canada  Inc. 
23  Tiffany  Dr. 
London  ,  ON  N5V  3N2 
(Tel)  519-659-2198 

Sales,  Service,  Design,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings,  Chemicals 

ESSE  Environmental  Health 

416  Elgin  Street,  P.O.Box  35 

Brantford,ONN3T  5M3 

toll  free  1-866-356-3773 

email  admin @ esse-environmental.com 

website  ;esse-environmental  .com 

Consultants,  water  supply,  treatment,  sampling,  wells  and  cisterns. 

CuUigan  -  London 
555  Wellington  Rd.  South 
London,  ON N6C 4R3 
(Tel)  519-685-6870 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

CuUigan  Water  Conditioning  (London) 
10-1031Hubrey  Rd. 
London,  ON  N6N  1B4 
(Tel)  519-681-2145 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Cumming-Cockbum  Limited 
350  Oxford  St.  West,  Suite  203 
London,  ON N6H  1T3 

(Tel)  519-472-7328 

Consulting  Engineers  -  water  supply  and  treatment 


Cyril  J.Demeyere  Limited 
261  Broadway,  Box  606 
Tillsonburg  ,  ON  N4G  4J1 
(Tel)  (519)  688-1000 

Consulting  Engineers  -  water  supply  and  treatment 

Douglas  K.  Noel  Enterprise  Inc.  (Aquascience) 
RR2 

Ilderton  ,  ON  NOM  2A0 

(Tel)  519-666-1428 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Pumps, 
Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Eclipse  Chemical  Co. 
175  Stanley  St. 
Lucan  ,  ON  NOM  2J0 
(Tel)  519-227-0734 

Ecowater  -  London 
21937  Highbury  Ave.  N. 
Arva ,  ON  NOM  ICO 
(Tel)  519-659-3359 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Elgin  Pure  Water  Inc. 

22SpackmanBl. 

St.  Thomas  ,  ON  N5P  4A3 

(Tel)  519-633-1861 

Fountain  Water  Products 
540  Clarke  Rd. 
London  ,  ON  N5V  2C7 
(Tel)  519-453-7052 

Sales,  Service,  Build/Install,  UV,Ozonation,  Filters,  Membrane  Filtration,  Valves,  Pipes, 
Fittings 

GordonDann  Pump  Sales  &  Service 
RR2,  15626  Fifteen  Mile  Rd. 
Denfield,  ON  NOM  IPO 
(Tel)  519-225-2234 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

I  C  Waters 
15  Verna  Dr. 


Tillsonburg  ,  ON  N4G  2N1 
(Tel)  519-688-0753 

Sales,  Service,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Pumps 

Laskeys  Pump  Service 

6  Maitland  Terrace 
Strathroy  ,  ON  N7G  ILl 
(Tel)  519-245-0590 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Lifetime  Home  Products  Exeter 
213  Carling  St. 
Exeter  ,  ON  NOM  1S2 
(Tel)  519-235-0699 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Nimbus  Water  Systems 
509  Commissioners  Rd.  W. 
London,  ON N6J  1Y5 
(Tel)  519-474-0411 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Membrane  Filtration 

Phoenix  Environmental  Technologies  Inc. 
81  PonderosaCrt. 
London  ,  ON  N6E  2L5 
(Tel)  519-680-7939 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Valves,  Pipes,  Fittings,  Chemicals 

Pure  Water  Brand 
1020Hargrieve  Rd. 
London,  ON  N6E  1P5 
(Tel)  519-680-0777 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Purifies  ES  Inc. 

340  Sovereign  Road 
London,  ON  N6M  1A8 
Tel  (519)  473-5788 

Sales,  Service,  Design,  Build/Install,  UV,  Pumps,  Instrumentation  and  Control,  Valves, 
Pipes,  Fittings 


PWBS 

237  Elgin  St. 

Brantford  ,  ON  N3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Spriet  Associates 

155  York  Street 
London  ,  ON  N6A  1 A8 
(Tel)  (519)  672-4100 

Consulting  Engineers  -  water  supply  and  treatment 

Stantec  Consulting  Ltd. 
171  Queens  Avenue  ,  8th  Floor 
London,  ON  N6A  5J7 
(Tel)  519-645-2007 

Consulting  engineers  -  water  supply  and  treatment 

Stevenson  Engineering  Limited 
1615  North  Routledge  Park ,  Unit  3 
London  ,  ON  N6H  5N5 
(Tel)  (519)  474-0410 

Consulting  Engineers  -  water  supply  and  treatment 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational 
checks,  sampling,  equipment  maintenance,  adverse  water  result  consultation, 
administration  including  annual  reports,  DWS  profile,  categorization  form  and 
procurement  of  treatment  equipment 

Trow  Associates  Inc. 
15  Cuddy  Blvd. 
London,  ON  N5V  3Y3 
(Tel)  519-453-1480 

Consulting  Engineers  -  water  supply  and  treatment 

Wolesley  Mechanical  Group 
760  Little  Simcoe  St. 
London  ,  ON  N5Z  1P4 
(Tel)  519-433-0631 


Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

WPS  2000  Inc. 
1027  Clarke  Rd. 
London,  ON  N5V  3B1 
(Tel)  519-455-0154 

Sales,  Service,  Design,  Build/Install,  UV,  Filters 

Meaford/Owen  Sound 
Georgian  Bay  Well  Drilling 
RR4 

Meaford,ONN4L  1W7 

(Tel)  519-538-1990 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Valves,  Pipes,  Fittings,  Chemicals 

Henderson  ,Paddon  and  Associates  Limited 
945  -  3rd  Avenue  East,  Suite  212 
Owen  Sound  ,  ON  N4K  2K8 
(Tel)  (519)  376-7612 

Consulting  Engineers  -  water  supply  and  treatment 

Johnson  Pumps  &  Motors  Inc. 
285  8th  St.  E. 

Owne  Sound  ,  ON  N4K  1L2 

(Tel)  519-376-3305 

Sales,  Service,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation 
and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Royale  Water  Systems 
P.O.  Box  151 

Chatsworth  ,  ON  NOH  IGO 
(Tel)  519-794-2749 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Steve's  Custom  Plumbing 
7  Martin  Dr. 

Sauble  Beach  ,  ON  NOH  2G0 
(Tel)  519-422-1339 

Wolesley  Mechanical  Group 

1170  First  Ave.  East 

Owen  Sound  ,  ON  N4K  2H9 

(Tel)  519-376-9869 


Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Midland/Orillia 

McDonald  Mechanical 
305  Cranston  Cr. 
Midland  ,  ON  L4R  4P4 
(Tel)  705-526-0044 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 
maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

The  Water  Market 
7  Colbome  E. 
Orillia  ,  ON  L3V  1T4 
(Tel)  705-327-0013 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Chemicals 

Val  Harbour  Plumbing  and  Water  Treatment 
1084Brodie  Dr. 
Orillia  ,  ON  LBV  6H4 
(Tel)  705-327-7740 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps, 
Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Wolesley  Mechanical  Group 

405  CranstonCres. 
Midland  ,  ON  L4R  4L1 
(Tel)  705-526-3718 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wolesley  Mechanical  Group 
25  Ontario  St.  ,  Unit  2 
Orillia ,  ON  L3V  6H1 
(Tel)  705-326-6477 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 


Muskoka 

Algonquin  Clean  Water  Services  Inc. 
R.R#  1 

Dwight ,  ON  POA  IHO 
(Tel)  705-635-9816 

Sampling/ Analysis,  On-site  Services,  Install/Repair,  UV,  Softeners,  Purifications/Filters. 

Algonquin  Plumbing  and  Pumps 

896  Bay  Lake 
Emsdale  ,  ON  POA  IJO 
(Tel)  705-636-9050 

Aquacare  Inc. 
10  East  Airport  Rd. 
Huntsville  ,  ON  PIH  1X7 
(Tel)  1-800-461-4352 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Ardco 

6  Bowes  St. 

Parry  Sound  ,  ON  P2A  2K6 
(Tel)  705-746-7610 

Clearview  Systems 
RRl  Golden  Beach  Rd. 
Bracebridge  ,  ON  PIP  1W8 
(Tel)  705-646-2205 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Muskoka  Water  Purifiers 
P.O.  Box  207 

Bracebridge  ,  ON  PIL  1T6 

(Tel)  705-646-0813 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 


Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 


maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

The  Pump  Shop 
Haliburton  ,  ON  KOM  ISO 
(Tel)  705-457-2638 

The  Water  Healer 
10  Bowes  St. 

Parry  Sound  ,  ON  P2A  2K8 
(Tel)  705-746-7045 

Warden  Plumbing 
1143MuskokaRd.  117 
Bracebridge  ,  ON  PIL  IBl 
(Tel)  705-645-1300 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Pumps,  Valves,  Pipes, 
Fittings 

Wolesley  Mechanical  Group 
2  Monica  Lane 
Bracebridge ,  ON  PIL  IPS 

(Tel)  705-645-3061 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wolesley  Mechanical  Group 
45  Cairns  Cresc. 
Huntsville  ,  ON  PIH  2C7 
(Tel)  705-788-9120 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wolesley  Mechanical  Group 
86  Joseph  St.,  Box  504 
Parry  Sound,  ON  P2A  2G5 
(Tel)  705-746-9391 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Newmarket/Aurora 

BEC  Technologies 
61  Catherine  Ave. 
Aurora  ,  ON  L4G  1K6 
(Tel)  416-618-1726 


Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Clear  Water 
293  Queen  St. 
Newmarket ,  ON  L3Y  2G3 
(Tel)  905-895-4021 
Sales,  Filters,  Chemicals 

Feherty  and  Associates  Limited 
411  Queen  Street 
Newmarket ,  ON  L3Y  2G9 
(Tel)  (905)  898-3543 

Consulting  Engineers  -  water  supply  and  treatment 
Fresh  Water  Industries 
200Mulock  Dr. 
Newmarket,  ON  L3Y  7V1 
(Tel)  905-830-0261 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Chemicals 

Flow  Water  Solutions 
1723  Station  Rd 
Caledon  ON  L7C  3L2 
(Tel)  905-838-0408 
(Toll  Free)  1-866-852-6554 
(Fax)  905-838-5656 

Sales,  Service,  Design,  Build,  Install  Well  pumps.  Pressure  tanks,  UV  ,  Chlorination, 
Flocculation,  Filters,  Softeners,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings,  Chemicals,Lic  Water  Well  Techs.  See  web  site  for  more 
details  www.flowwater.ca 

HMO  Limited 

16700Bayview  Ave.,  Suite  219 
Newmarket ,  ON  L3Y  3W9 
(Tel)  (905)  895-6078 

Consulting  Engineers  -  water  supply  and  treatment 

Hometech  Environmental  Ltd. 
14296Yonge  St. 
Aurora  ,  ON  L4G  3G8 
(Tel)  905-841-1060 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 


JaggerHims  Limited 
1091  Gorham  Street,  Suite  301 
Newmarket ,  ON  L3Y  7V1 
(Tel)  (905)  853-3303 

Consulting  Engineers  -  water  supply  and  treatment 

Neotec  Water  Treatment 
2-36  Industrial  Parkway  S. 
Aurora,  ON  L4G  3W2 
(Tel)  905-841-9507 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Polar  Bear  Water  Store 
22460  Woodbine  Ave. 
Queens ville  ,  ON  LOG  IRO 
(Tel)  905-478-4420 

Pomeroy's  Water  Treatment 
PO  Box  397 
Aurora  ,  ON  L4G  3L5 
(Tel)  416-266-5656 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Valves,  Pipes,  Fittings 

Superior  Water  Conditioning  Inc. 
275  Deborah  PI. 
Stouffville  ,  ON  L4A  5C5 
(Tel)  905-640-8888 

Tapped  In  Consulting 

1  Deka  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

On-going  monitoring  of  drinking  water  systems  including  sampling  and  analysis,  adverse 
water  result  consultation,  drinking  water  system  administration  including  annual  reports 
and  other  documentation  and  procurement  of  treatment  equipment.  See  website  for  more 
details  (www.tappedin.ca) . 

The  Water's  Well 
280  Hillcrest  Rd. 
Keswick,  ON  L4P  3C8 
(Tel)  905-476-9595 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 


Tri-Aqua 
SGreenan  Rd. 
Stouffville  ,  ON  L4A  7X4 
(Tel)  416-412-1071 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control 

Wolesley  Mechanical  Group 
1206Ringwell  Dr. ,  Unit  4 

Newmarket ,  ON  L3Y  8V9 
(Tel)  905-895-8751 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Niagara 

Water  Depot 

4300  Drummond 

Niagara  Falls  ,  ON  L2E  6C3 

(Tel)  905-371-1055 

E.  R.  Broughton  Associates  Limited 
8  Centre  Street,  Suite  B 
Niagara-on-the-Lake,  ON  LOS  1  JO 
(Tel)  (905)  468-2586 

Consulting  Engineers  -  water  supply  and  treatment 

Purewater  Sales 
RR2 

Stevensville  ,  ON  LOS  ISO 
(Tel)  905-382-2904 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Instrumentation 
and  Control,  Valves,  Pipes,  Fittings 

Young's  Water  Systems  Inc. 
2541  Highway  20 
Thorold  ,  ON  LOS  lEO 
(Tel)  905-892-5701 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

North  Bay 

AnrepKriegDesiletsGravelle  Limited 
101  Worthington  St.  E.,  2nd  Fl.,  Suite  204 
North  Bay,  ON  PIB  1G5 


(Tel)  (705)  474-7000 

Consulting  Engineers  -  water  supply  and  treatment 


Eco water  -  North  Bay 
1030  Lakeshore  Drive 
North  Bay,  ON  PIA  2H3 
(Tel)  705-497-0711 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Kelly's  Pumps 
1394  Hammond 
North  Bay,  ON  P1B2J3 
(Tel)  705-472-1190 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Northland  Engineering  (1987)  Limited 

1850  Bond  Street 

North  Bay  ,  ONPIB  8G5 

(Tel)  (705)  474-2720 

Consulting  Engineers  -  water  supply  and  treatment 

Northern  Water  QuaUty  Management 
RRl 

Temagami,  On 

POH  2H0 

Tel:  705  358  6976 

Tel:  705  358  0056 

Email:  northemwater@live.com 

Water  sample  collection,  water  treatment  systems  installation  and  maintenance, 
administrative  requirements  for  drinking  water  regulation  (reports,  records  of  sampling, 
adverse  notification  and  resolutions,  annual  reports,  equipment  inspections  and 
maintenance) 

Wolesley  Mechanical  Group 
1710  Seymour  St. 
North  Bay  ,  ON  PIB  8K3 
(Tel)  705-472-0350 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Oakville  andHalton  Region 

Advanced  2000  Water  Experts  Ltd. 
27  Nelson  Court 


Acton  ,  ON  L7J  1A3 
(Tel)  905-873-6493 

Sales,  Service,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration 

AMEC  E&C  Services  Limited 
2010  Winston  Park  Drive,  Suite  100 
Oakville  ,  ON  L6H  6A3 
(Tel)  (905)  829-5399 

Consulting  Engineers  -  water  supply  and  treatment 

Aquarian  Chemicals  Inc. 
768  Westgate  Rd. 
Oakville  ,  ON  L6L  5N2 
(Tel)  905-825-3711 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Chemicals 

BetzDearborn  Canada  Inc. 
2010  Winston  Park  Dr. 
Oakville  ,  ON  L6H  5H7 
(Tel)  877-624-3255 

Sales,  Service,  Design,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings,  Chemicals 

Clipsham  Limited 

16Mountainview  Road  South,  Suite  101 
Halton  Hills  ,  ON  L7G  4K1 
(Tel)  (905)  877-2211 

Consulting  Engineers  -  water  supply  and  treatment 

CuUigan  -  Georgetown 
348  Guelph  St. 
Georgetown  ,  ON  L7G  4B5 
(Tel)  905-877-6533 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

CuUigan  Soft  Water  Service 
623  Main  St.  E. 
Milton,  ON  L9T  3J2 
(Tel)  905-878-2474 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 


Ecowater  -Halton 

781  Main  St.  E.  ,  Unit  3 


Milton  ,  ON  L9T  3Z3 
(Tel)  905-875-1011 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

How  Water  Solutions 
1723  Station  Rd 
Caledon  ON  L7C  3L2 
(Tel)  905-838-0408 
(Toll  Free)  1-866-852-6554 
(Fax)  905-838-5656 

Sales,  Service,  Design,  Build,  Install  Well  pumps.  Pressure  tanks,  UV  ,  Chlorination, 
Flocculation,  Filters,  Softeners,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings,  Chemicals,Lic  Water  Well  Techs.  See  web  site  for  more 
details  www.flowwater.ca 

Life  Source  Water  Systems  Ltd. 
1029  Speers  Rd.  . 
Oakville  ,  ON  L6L  2X5 
(Tel)  905-339-2255 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control 

Orkin/PCO  Services  Corp. 
23  Barton  Street 
Stoney  Creek  ON  L8E  2K4 
(Tel)  (800)  726-7378 

Sampling,  Analysis,  Operation,  Annual  Reports,  Engineer's  Evaluations 

PWBS 

237  Elgin  St. 

Brantford  ,  ON  N3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Regional  Pump  Service 
3-  390  Ontario  St.  N. 
Milton  ,  ON  L9T  3J2 
(Tel)  905-878-0549 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fh 


Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

On-going  monitoring  of  drinking  water  systems  including  sampling  and  analysis,  adverse 
water  result  consultation,  drinking  water  system  administration  including  annual  reports 
and  other  documentation  and  procurement  of  treatment  equipment.  See  website  for  more 
details  (www.tappedin.ca). 

Terry  Rowley  Mechanical  Inc. 
925  Main  E. 
Milton  ,  ON  L9T  4H8 
(Tel)  905-878-1979 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

XCG  Consukants  Ltd. 
Ste.  300,  2620  Bristol  Circle 
Oakville,  ON  L6H  6Z7 
(Tel)  905-829-8880 

Water  treatment  plant  assessments,  optimization,  specific  treatment  process  design,  with 
specialization  in  water  quality  and  emerging  trace  contaminants 

Orangeville 

AUiston  Pump  Service  &  Water  Treatment 
Box  13 

AUiston,  ON  L9R  1V6 
(Tel)  705-435-4660 

Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Flow  Water  Solutions 
1723  Station  Rd 
Caledon  ON  L7C  3L2 
(Tel)  905-838-0408 
(Toll  Free)  1-866-852-6554 
(Fax)  905-838-5656 

Sales,  Service,  Design,  Build,  Install  Well  pumps.  Pressure  tanks,  UV  ,  Chlorination, 
Flocculation,  Filters,  Softeners,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings,  Chemicals,Lic  Water  Well  Techs.  See  web  site  for  more 
details  www.flowwater.ca 

PWBS 

237  Elgin  St. 

Brantford  ,  ON  N3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 


UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

R.  J.  Bumside  &  Associates  Limited 
15  TownUne 

Orangeville  ,  ON  L9W  3R4 
(Tel)  (519)  941-5331 

Consulting  Engineers  -  water  supply  and  treatment 

Select  Water  Shop  Inc. 
7716  Highway  89 
AUiston  ,  ON  L9R  IWl 
(Tel)  705-434-4157 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Stratus  Water  &  Equipment  Inc. 
15964  Airport  Rd. 
Albion  ,  ON  LON  lEO 
(Tel)  905-584-5110 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Instrumentation 
and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Tapped  In  Consulting 

1  Deha  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

On-going  monitoring  of  drinking  water  systems  including  sampling  and  analysis,  adverse 
water  result  consultation,  drinking  water  system  administration  including  annual  reports 
and  other  documentation  and  procurement  of  treatment  equipment.  See  website  for  more 
details  (www.tappedin.ca) . 

The  Water  Trough  Inc. 
180  Parsons  Rd. 
AUiston  ,  ON  L9R  1E8 
(Tel)  705-435-2179 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Instrumentation 
and  Control,  Valves,  Pipes,  Fittings 

Triton  Engineering  Services  Limited 
18Robb  Blvd.,  Unit  #8 
Orangeville,  ON  L9W  3L2 
(Tel)  (519)  941-0330 

Consulting  Engineers  -  water  supply  and  treatment 


Water  Softener  &  Purification  Specialist  Inc. 
283  Broadway,  Unit  5 
Orangeville  ,  ON  L9W  4S7 
(Tel)  519-941-9120 

UV,  chemical  feed  pumps,  cartridge  filters,  water  testing  kits 

Water  Specialists  Inc.  (R.Sutherland) 
780  Broadway  St. 
Orangeville  ,  ON  L9W  2Y9 

(Tel)  519-940-1088 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Instrumentation  and  Control,  Valves, 
Pipes,  Fittings 

Watermaker  Inc. 
121  First  St. 

Orangeville  ,  ON  L9W  3W7 
(Tel)  519-941-3725 

Wolesley  Mechanical  Group 
80  Centennial  Rd. ,  Unit  6 
Orangeville  ,  ON  L9W  1P9 
(Tel)  519-941-2915 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Ottawa 

Aquafine  -  Gloucester 
5370  CanotekRd.,#33 
Gloucester,  ON  Kl  J  9E7 
(Tel)  613-742-3499 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Brownlee  Water  Quality  Management  Inc. 
543 1  North  Riverside  Drive 
Ottawa  ,  ON  K4M  1H2 
(Tel)  613-692-2062 

Specialize  in  compliance  services  under  the  safe  drinking  water  act.  Water  Sampling,  on- 
site  testing,  administrative  requirements  including  annual  reports,  DWS  profile,  adverse 
notification  and  resolution  submissions,  maintaining  lab  reports  with  electronic  data 
backup.  Treatment  system  installation:  operational  inspections:  regular  maintenance  and 
remote  monitoring.  Engineering  Evaluation  Reports 


CuUigan  -  Ottawa 
78  Auriga  Dr. 


Nepean  ,  ON  K2E  7X7 
(Tel)  613-225-9175 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Cumming-Cockbum  Limited 
1770  Woodward  Dr. 
Ottawa ,  ON  K2C  OPS 
(Tel)  613-225-1311 

Consulting  Engineers  -  water  supply  and  treatment 

David  McManus  Engineering  Ltd. 
200  -  39  Camelot  Drive 
Nepean  ,  ON  K2G  5W6 
(Tel)  (613)  225-1929 

Consulting  Engineers  -  water  supply  and  treatment 

Daynel  Consultants  Waterworks  and  Wastewater  Systems 
SQueenston  Dr . 
Richmond  ,  ON  KOA  2Z0 
(Tel)  613-838-6085 
(Fax)  613-838-6086 

Drew  Industrial  Division 
78Auriga  Dr. 
Nepean  ,  ON  K2E  7X7 
(Tel)  613-225-0277 
Sales,  Chemicals 

J.  L.  Richards  &  Associates  Limited 
864  Lady  Ellen  Place 
Ottawa  ,  ON  KIZ  5M2 
(Tel)  (613)  728-3571 

Consulting  Engineers  -  water  supply  and  treatment 

Mcintosh  Perry  Consulting  Engineers  Ltd. 
115  Walgreen  Rd. 
Carp  ,  ON  KOA  ILO 
(Tel)  (613)  836-2184 

Consulting  Engineers  -  water  supply  and  treatment 

Metcalfe  Water  Conditioning  &  Plumbing 
2223  Fox  Cr. 
Ottawa,  ON  K2A  1H7 
(Tel)  613-820-1822 


Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

NelsonEcowaterSytems 
248  Westbrook  Rd. 

Carp  ,  ON  KOA  ILO 
(Tel)  613-831-8491 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

01iver,Mangione,McCalla  &  Assoc.,  Div.  ofTrow  Cons.  Eng. 
154  Colonnade  Road  South 
Nepean,  ON  K2E  7J5 
(Tel)  (613)225-9940 

Consulting  Engineers  -  water  supply  and  treatment 

Ottawa  Valley  Salt  Service 
43Rossland  Ave. 
Nepean  ,  ON  K2G  2K5 
(Tel)  613-225-5345 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps, 
Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Rainsoft  -  Eternally  Pure  Water  Systems 
Unit  66  -  5450Canotek  Rd. 
Gloucester,  ON  KIJ  9G5 
(Tel)  613-742-0058 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Robinson  Consultants  Inc. 

350  Palladium  Drive 
Kanata  ,  ON  K2V  1 A8 
(Tel)  (613)  592-6060 

Consulting  Engineers  -  water  supply  and  treatment 

Thompson  Rosemount  Group 
1900  City  Park  Dr.,  Ste.  206 
Ottawa ,  ON  KIJ  1A3 
(Tel)  613-749-9685 

Consulting  engineers  -  water  supply  and  treatment 

Trow  Associates  Inc. 
154  Colonnade  Rd.  'S' 

Ottawa  ,  ON  K2E  7J5 
(Tel)  613-225-9940 

Consulting  Engineers  -  water  supply  and  treatment 


Stantec  Consulting  Ltd. 
1505  Laperriere  Ave. 
Ottawa  ,  ON  KIZ  7T1 
(Tel)  613-722-4420 

Consulting  engineers  -  water  supply  and  treatment 

Stillwater  Distillers  Inc. 
7410  Regional  Rd.  4 
Osgoode  ,  ON  KOA  2W0 
(Tel)  613-821-3721 

Sales,  Service,  Design,  Build/Install,  UV 

T.  L.Mak  Engineering  Consultants  Limited 
1455Youville  Drive,  Suite  218 
Orleans,  ON  KIC  6Z7 
(Tel)  (613)  837-5516 

Consulting  Engineers  -  water  supply  and  treatment 

Town  &  Country  Water  Systems 
3331  March  Rd. 
Carp  ,  ON  KOA  ILO 
(Tel)  613-256-5129 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Wolesley  Mechanical  Group 
1412  Star  Top  Rd. 
Ottawa  ,  ON  KIB  4V7 
(Tel)  613-744-4124 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wolesley  Waterworks  Group 
2474Lettrim  Rd. 
Gloucester ,  ON  KIT  3V3 

(Tel)  613-822-3444 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Wolesley  Mechanical  Group 
1375  Pembroke  St.  West 
Pembroke  ,  ON  K8A  7A5 
(Tel)  613-732-1190 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 
Perth/Smiths  Falls 


Baird  B  Water  Conditioning 
P.O.  Box  1831  . 
Kemptville  ,  ON  KOG  IJO 
(Tel)  613-258-3150 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Harmony  Water  Conditioner 
106colbome  W. 
Merrickville  ,  ON  KOG  INO 
(Tel)  613-269-3225 

Sales,  Service,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Pumps,  Valves,  Pipes, 
Fittings,  Chemicals 

Perth  Water  &  Environmental  Services 
25  Dufferin  St. 
Perth  ,  ON  K7H  3B3 

(Tel)  613-264-0197 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Wolesley  Mechanical  Group 

9  Hershey  Drive,  Unit  1 
Smith  Falls,  ON  K7A  4T8 
(Tel)  613-284-2233 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Owen  Sound 

Kathie  Hughes 

Water  Support  Service 

136  Ishwar  Drive 

Kempble  ,  ON  NOH  ISO 

(Tel)  519-270-5622/519-370-0091 

Sampling,  Water  Treatment  Operations 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 
maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 


Perth 


Rideau  Pipe  and  Drilling  Supplies 
P.O.  Box  354  ,  38  Lanark  Road 
Perth  ,  ON  K7H  3E4 

(Tel)  613-267-5880 

Well  drilling  supply,  Pumps,  Water  softeners.  Filters,  Chemical  free  systems,  UV, 
Chemical  feed.  Retention  tanks 

Peterborough/Lindsay 

Alternative  Water  Treatment  Services 
3177  Lakefield  Rd. 
Peterborough ,  ON  K9J  6X5 
(Tel)  705-652-3864 

Sales,  Service,  Build/Install,  UV,  Filters,  Membrane  Filtration,  Pumps,  Valves,  Pipes, 
Fittings,  Chemicals 

Aquafine  -  Lindsay 
McLaughlin  Plaza  ,  Unit  1 
Lindsay  ,  ON  K9V  6B5 
(Tel)  705-324-5901 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Campbellford  Water  Centre 
14  Trent  Dr. 

Campbellford  ,  ON  KOL  ILO 
(Tel)  705-653-2267 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Chemicals 

CuUigan  Water  Conditioning  (  Peterborough  ) 
620  Cameron  Place 
Peterborough  ,  ON  K9J  5T8 
(Tel)  705-745-6962 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

D.  M.  Wills  Associates  Limited 
452  Charlotte  Street 
Peterborough  ,  ON  K9J  2W3 
(Tel)  (705)  742-2297 

Consulting  Engineers  -  water  supply  and  treatment 


Fransky  Plumbing  and  Heating 
RR2 

Bancroft ,  ON  KOL  ICO 
(Tel)  613-332-4725 

Freelance  Boring  &  Drilling 
1151  ZionRd. 

Little  Britain  ,  ON  KOM  2C0 
(Tel)  705-786-1484 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

George  W.  Scott  Enterprises  Ltd. 
819Rishor  Cr. 

Peterborough  ,  ON  K9H  5C8 
(Tel)  705-745-8382 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Greer  Galloway  Group  Inc. 
973  Crawford  Drive 
Peterborough ,  ON  K9J  3X1 

(Tel)  (705)  743-5780 

Consulting  Engineers  -  water  supply  and  treatment 

Jackson  Water  Conditioning 
122Windmere  Rd. 
Woodville,  ON  KOM  2T0 
(Tel)  705-439-2589 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Kawartha  Water  Treatment  Ltd. 
116ParkhillRd.  E. 
Peterborough,  ON  K9H  IRl 

(Tel)  705-876-7580 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

McLeod's  Water  Treatment 
1479Chemong  Rd. 
Peterborough  ,  ON  K9J  6X2 
(Tel)  705-742-5709 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 


Millage  Plumbing  &  Heating 
Queen  St. 

Lakefield  ,  ON  KOL  2H0 
(Tel)  705-652-3062 

Pioneer  Water  Conditioning 
Box  475 

Bridgenorth  ,  ON  KOL  IHO 
(Tel)  705-292-7777 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

SGS  Lakefield  Research 
185  Concession  St.,  Box  4300 
Lakefield,  ON  KOL  2H0 
(Tel)  705-652-2000 

Water  works  and  site  review,  sampling  and  analysis,  systems  equipment  procurement  & 
supervision  of  installation,  preparation  of  supporting  information  for  permit  applications. 
Engineering  Evaluation  Reports,  application  for  Certificates  of  Approval,  annual 
reporting  and  documentation 

WaterWater  Filtration  Consultants 

38  Water  St. 

Lindsay  ,  ON  K9V  2C8 

(Tel)  705-328-0744 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Water  Wizards 
57  Adelaide  St.  S. 

Lindsay  ,  ON  K9V  3J6 
(Tel)  705-878-0914 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Valves,  Pipes,  Fittings,  Chemicals 

Wolesley  Mechanical  Group 
700  Neal  Dr. 

Peterborough  ,  ON  K9J  6X7 
(Tel)  705-742-7744 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Sarnia 

Aqua  Mist 
1880  London  Rd. 


Samia  ,  ON  N7W  1B3 
(Tel)  519-542-1452 

CuUigan  -  Samia 
1385  Confederation  Rd. 

Sarnia  ,  ON  N7S  5P1 
(Tel)  519-339-0146 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Kerns  Water  Systems 
1804  London  Road 
Samia,  ON N7T 7Y2 
(Tel)  519-542-4211 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

MIG  Engineering  Ltd. 
453  North  Christina  Street 
Samia  ,  ON  N7T  5W3 
(Tel)  (519)  337-8000 

Consulting  Engineers  -  water  supply  and  treatment 

PWBS 

237  Elgin  St. 

Brantford,ONN3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Pure  Water  Brand 
4336Newbold  Avenue 
Samia,  ON  N4R  1C2 
(Tel)  519-481-3721 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Stantec  Consulting  Ltd. 
140  Ouellette  Place,  Suite  100 
Windsor  ON  N8X  1L9 
(Tel)  519-966-2250 

Consulting  engineers  -  water  supply  and  treatment 

Trow  Associates  Inc. 
265  N.  Front  St.,  4th  Floor 


Sarnia,  ON  N9A  4K9 
(Tel)  419-332-1550 

Consulting  engineers  -  water  supply  and  treatment 

Wolesley  Mechanical  Group 

1231  Confederation  St. 
Sarnia  ,  ON  N7S  4M7 
(Tel)  519-336-0102 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Sault  Ste.  Marie 

Bond  O  &  Sons 
P.O.  Box  7 

Mindemoya  ,  ON  POP  ISO 
(Tel)  705-377-5335 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination 

Clear  Choice  Water  Treatment  Inc. 
5-500  Industrial  Park  Cr. 
Sault  Ste.  Marie  ,  ON  P6B  5Y8 
(Tel)  705-942-7660 

M.  F.  TuUoch  Inc. 
200  Main  Street,  P.O.  Box  579 
Thessalon  ,  ON  POR  ILO 
(Tel)  (705)  842-3372 

Consulting  Engineers  -  water  supply  and  treatment 

Nor-Folk  Supply  Co. 
2025  Government  Rd. 
Echo  Bay  ,  ON  POS  ICO 
(Tel)  705-248-1925 

Wolesley  Mechanical  Group 
32  White  Oak  Dr.  E. 
Sault  Ste.  Marie  ,  ON  P6B  4J8 
(Tel)  705-949-5980 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

St.Catharines 


Aquafine  -  St.Catharines 
1 1 1  4th  Avenue,  Unit  6 


St.Catharines,  ON  L2S  3P4 
(Tel)  905-684-4456 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

ESSE  Environmental  Health 

416  Elgin  Street,  P.O.Box  35 

Brantford,ON  N3T  5M3 

toll  free  1-866-356-3773 

email  admin@esse-environmental.com 

web  site  ;e  s  se-environmental  .com 

Consultants,  water  supply,  treatment,  sampling,  wells  and  cisterns. 

JaggerHims  Limited 
One  Paul  St.,Suuite  601 
St.Catharines,  ON  L2R  7L2 
(Tel)  (905)  687-1771 

Consulting  Engineers  -  water  supply  and  treatment 

CuUigan  -  Niagara  Water  Technologies 
94Dunkirth  Rd.  S.  Unit  1 
St.Catharines,  ON  12P  3H4 

(Tel)  905-688-3322 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

PWBS 

237  Elgin  St. 

Brantford  ,  ON  N3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Rainsoft-Analtech  Ltd. 
15Niagra  St. 

St.Catharines  ,  ON  L2R  4K9 
(Tel)  905-682-7734 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Robert  M.  Martin  Engineering  &  Project  Management  Inc. 
8  Centre  Street 
St.Catharines  ,  ON  L2R  3A7 
(Tel)  (905)  687-4020 

Consulting  Engineers  -  water  supply  and  treatment 


Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 

Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 

www.tappedin.ca; 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 
maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

Water  Source 
423Nihan  Dr. 

St.Catharines  ,  ON  L2N  1L2 
(Tel)  905-646-4420 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Wolesley  Mechanical  Group 
94  Dunkirk  Rd.,  Units  7  &  8 
St.Catharines,  ON  L2P  3H4 
(Tel)  905-641-1588 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 


Young's  Water  Systems  Inc. 
7675  Baldwin 
Brooklin  ,  ON  LOB  ICO 
(Tel)  905-655-4544 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Sudbury 

Aquatech 
1649LasalleBl. 

Sudbury  ,  ON  P3A  1Z8 
(Tel)  705-525-2033 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Castle  Plumbing  &  Heating  ltd. 
581  Edna  St. 
Sudbury,  ON  P3C  3P1 
(Tel)  705-671-8014 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 


Crystal  North 
943  Notre  Dame 
Sudbury  ,  ON  PSA  2T7 
(Tel)  705-560-9600 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Ecowater  North 

1672  Main  St. 

Valley  East ,  ON  P3N  1R8 

(Tel)  705-897-4443 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

John  R.Hamalainen  Engineering  Ltd. 
2166  Armstrong  Street 
Sudbury  ,  ON  P3E  5G9 
(Tel)  (705)  522-5745 

Consulting  Engineers  -  water  supply  and  treatment 

MacDuff  s  Water  Conditioning 
Highway  11  S. 
Englehart,  ON  POJ  IHO 
(Tel)  705-544-8010 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Mid-North  Water  Purification  &  Pumps 
63Westwind  Rd. 
Lively,  ON  P3Y  1  A3 
(Tel)  705-692-0301 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Valves,  Pipes,  Fittings,  Chemicals 

Mike's  Water  Treatment  &  Consulting 
P.O  Box  1437  . 
Lively,  ON  P3Y  INl 

(Tel)  705-866-5755,  1-800-269-4387  mikeswater.com 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

SutcliffeRodyQuesnel  Inc. 
9  Wellington  Street 
New  Liskeard  ,  ON  POJ  IPO 
(Tel)  (705)  647-4311 

Consulting  Engineers  -  water  supply  and  treatment 


Trow  Associates  Inc. 
1074  Webb  wood  Dr. 
Sudbury  ,  ON  P3C  3B7 
(Tel)  705-674-9681 

Consulting  engineers  -  water  supply  and  treatment 

Wahl  Water  Treatment 

108  Slash  Road 

Tehkummah,  ON  POP  2C0 

Tel/Fax:  705  859-2180  Toll:  1-877-432-4117 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 

Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Onsite  Water  Testing.  See  website  www.wahlwater.com  for  more  details. 

Wolesley  Mechanical  Group 
878  Falconbridge  Rd. 
Sudbury  ,  ON  P3A  4S4 
(Tel)  705-560-2112 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Thunder  Bay  and  Northwestern  Ontario 

Devlin  Water  Conditioning 
RR2 

Devlin  ,  ON  POW  ICO 
(Tel)  807-486-3538 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Bob-All  Plumbing 
RR  1 

Fort  Frances  ,  ON  P9A  3M2 
(Tel)  807-274-2125 

Sales,  Service,  Design,  Build/Install,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Bole's  Feeds  Pro  Hardware 
235Hardisty  St.  N. 
Thunder  Bay,  ON  P7C  3G8 
(Tel)  807-623-7311 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Copperite  Plumbing  and  Heating 
PO  Box  58  ,  Station  Main 


Dryden  ,  ON  P8N 
(Tel)  807-223-8300 

Craig  Plumbing  Centre 
1263  Amber  Dr. 
Thunder  Bay  ,  ON  P7B  6M4 
(Tel)  807-345-1137 

Engineering  Northwest  Limited 
200  South  Syndicate  Ave.,  Suite  301 
Thunder  Bay,  ON  P7E  1C9 
(Tel)  (807)  623-3449 

Consulting  Engineers  -  water  supply  and  treatment 

Merse  MotorElelctric  Ltd. 
194  Court  St.  S. 
Thunder  Bay,  ON  P7B  2X8 
(Tel)  807-345-2400 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Northern  Pure  H20 
1184  Roland  St. 
Thunder  Bay  ,  ON  P7B  5M4 
(Tel)  807-622-6337 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,Ozonation,  Filters, 
Membrane  Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

One  Guy  Plumbing  &  Heating 
101-A  Goodwin  St. 
Aitikokan  ,  ON  POT  ICO 
(Tel)  807-597-3418 

Trow  Associates  Inc. 

1142  Roland  St. 

Thunder  Bay  ,  ON  P7B  5M4 

(Tel)  807-623-9495 

Consulting  engineers  -  water  supply  and  treatment 

V.  B.  Cook  Co.  Limited 
740  South  Syndicate  Avenue 
Thunder  Bay  ,  ON  P7E  1E9 
(Tel)  (807)  625-6700 

Consulting  Engineers  -  water  supply  and  treatment 


Wolframe's  World  of  Water 
712  Lake  view  Drive 
Kenora  ,  ON  P9N  3P7 
(Tel)  807-468-4338 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Timmins 

B.  H.  Martin  Consultants  Limited 
834Mountjoy  Street  South,  Box  120 
Timmins  ,  ON  P4N  7C5 
(Tel)  (705)  264-9413 

Consulting  Engineers  -  water  supply  and  treatment 

BetzDearborn  Canada  Inc. 
219  CamiUe  St. 
Timmins  ,  ON  P4R  1K2 

(Tel)  705-264-1722 

Sales,  Service,  Design,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings,  Chemicals 

Wolesley  Mechanical  Group 
800  Birch  St.  South 
Timmins  ,  ON  P4N  7H1 
(Tel)  705-267-1435 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Welland 

AV  Water  Distillers  and  Supplies  Ltd. 

2235  Highway  20,  RR  2 
Welland,  ON  L3B  5N5 
(Tel.)  905-892-5390 

Sales,  Service,  Build/Install,  UV,  Chlorination, Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Conlin  Associates  Limited 
15  Lake  wood  Crescent 
Port  Colbome  ,  ON  L3K  2S9 
(Tel)  (905)  834-1099 

Consulting  Engineers  -  water  supply  and  treatment 

ESSE  Environmental  Health 
416  Elgin  Street,  P.O.Box  35 
Brantford,ON  N3T  5M3 


toll  free  1-866-356-3773 

email  admin @ esse-environmental.com 

website;esse-environmental.com 

Consultants,  water  supply,  treatment,  sampling,  wells  and  cisterns. 

RD  Systems 
RR2 

Dunnville  ,  ON  NIA  2W2 
(Tel)  905-774-4661 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

PWBS 

237  Elgin  St. 

Brantford  ,  ON  N3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Tri  R  Water  Treatment  Inc. 
290  Young  Rd. 
Dunnville  ,  ONN1A2W7 
(Tel)  905-774-3249 
Windsor 

A.  A.Boscariol  &  Associates 
3514  Walker  Road,  Unit  #1 
Windsor,  ON  NSW  3S4 
(Tel)  (519)  966-4006 

Consulting  Engineers  -  water  supply  and  treatment 

CuUigan  -  Windsor 
3372  Manheim  Way 
Windsor ,  ON  NSW  5J9 

(Tel)  519-974-8686 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Glos  Engineering  Limited 
3155  Huron  Church  Road 
Windsor  ,  ON  N9E  4H6 
(Tel)  (5 19)  966-6750 

Consulting  Engineers  -  water  supply  and  treatment 


Hanna,Ghobrial  &  Spencer  Limited 
3100  Temple  Drive 
Windsor  ,  ON  NSW  5J6 
(Tel)  (519)  944-3090 

Consulting  Engineers  -  water  supply  and  treatment 

Healthy  Water  Systems 
1451  Road  2  W. 
Kingsville ,  ON  N9Y  2E4 

(Tel)  519-733-5325 

Sales,  Service,  Design,  Build/Install,  UV,Ozonation,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings 

Innopure 
2160Fasan  Dr. 
Maidstone  ,  ON  NOR  ILO 
(Tel)  519-737-7873 

Sales,  Service,  Design,  Build/Install,  UV,  Filters,  Pumps,  Instrumentation  and  Control, 
Valves,  Pipes,  Fittings 

Meo  &  Associates  Inc. 

2465  McDougall  Street,  Suite  500 

Windsor  ,  ON  N8X  3N9 
(Tel)  (519)  250-8088 

Consulting  Engineers  -  water  supply  and  treatment 

Pure  Water  Brand 
6632  Snake  Lane 
Oldcastle,  ON  NOR  ILO 
(Tel)  519-737-6850 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Pure  Water  Brand 
5060  Tecumseh  Rd. 
Windsor,  0NN8T  ICl 
(Tel)  519-948-3833 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Stantec  Consulting  Ltd. 
3260  Devon  Drive 
Windsor,  ON  N8X4L4 
(Tel)  519-966-2250 

Consulting  engineers  -  water  supply  and  treatment 


Trow  Associates  Inc. 
430  Pelissier  St. 
Windsor  ,  ON  N9A  4K9 
(Tel)  519-988-0145 

Consulting  engineers  -  water  supply  and  treatment 

Wolesley  Mechanical  Group 
3040Deziel  Dr. 
Windsor ,  ON  N8W  5A5 

(Tel)  519-974-4422 

Sales,  UV,  Chlorination,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  and 
Control,  Valves,  Pipes,  Fittings 

Windsor  Pure  &  Clean 
2068  Lesperance  Road 
Tecumseh  ,  ON  N8N  2N4 
(Tel)  519-735-5568 

Woodstock 

Collins  Water  Treatment 
1287Dundas  St. 
Woodstock  ,  ON  N4S  7V9 
(Tel)  519-421-0054 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,Ozonation,  Filters,  Membrane 
Filtration,  Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

ESSE  Environmental  Health 

416  Elgin  Street,  P.O.Box  35 

Brantford,ON  N3T  5M3 

toll  free  1-866-356-3773 

email  admin@esse-environmental.com 

website;esse-environmental.com 

Consultants,  water  supply,  treatment,  sampling,  wells  and  cisterns. 

PWBS 

237  Elgin  St. 

Brantford  ,  ON  N3S  5A8 

(Tel)  519-753-3266 

Water  Sampling  and  Treatment  Specialists,  Consultants,  Sales,  Services,  Build/Install, 
UV  &  Chlorination,  Monitoring,  Filters,  Membrane  Filtration,  Pumps,  Instrumentation  & 
Control,  Salt,  Chemicals 

Tapped  In  Consulting 

1  Delta  Park  Blvd,  Unit  3,  2nd  Fir 

Brampton,  ON  L6T  5G1 


Tel/Fax:  416-480-6226  Toll:  1-866-360-7390 
www.tappedin.ca 

Engineering  Evaluation  Report,  monitoring/operational  checks,  sampling,  equipment 
maintenance,  adverse  water  result  consultation,  administration  including  annual  reports, 
DWS  profile,  categorization  form  and  procurement  of  treatment  equipment 

W  R  C  Purifying  Ltd. 
44  Main  E. 

Norwich,  ON  NOJ  IPO 
(Tel)  519-863-3000 

Sales,  Service,  Design,  Build/Install,  UV,  Chlorination,  Filters,  Membrane  Filtration, 
Pumps,  Instrumentation  and  Control,  Valves,  Pipes,  Fittings,  Chemicals 

Drinking  Water  Treatment  Equipment  and  Supplies,  Distributors  and 
Manufacturers 

The  following  list  does  not,  in  any  way,  represent  an  endorsement  by  the  Ontario 
Ministry  of  the  Environment. 


Chemicals  and  Chemical  Metering 

Colgate-Palmolive  Canada  Inc. 
99  Vanderhoof 
Toronto  ,  ON  M4G  2H6 
(Tel)  416-421-6000 
Water  Treatment  Chemicals 

Metcon  Sales  &  Engineering  Ltd. 
15  Connie  Crescent ,  Unit#3 
Concord  ,  ON  L4K  1L3 
(Tel)  905-738-2355 
(Fax)  905-738-5520 

Chemical  Feed  Instrumentation  &  Control 

Sternson  Limited 
P.O.Box  1540,626  Oak  Rd. 
Brantford,ONN3T  5V6 
(Tel)  519-759-7570 
(Fax)  519-759-8962 
Coagulant  Manufacturer 

U.S.  FilterAVallace  &Tieman  Canada 
250  Royal  CrestCrt. 
Markham  ,  ON  L3R  3S1 


(Tel)  905-944-2800 
(Fax)  905-474-1660 

Chlorination,  Chemical  Feed,  Filtration  and  Iron  &  Manganese  Removal 
Filtration/Membrane  Systems 

Anthrafilter  Ltd. 
20  Sharp  Road , 
Brantford,ONN3T  5L8 

(Tel)  519-751-1080 
(Fax)  519-751-0617 

Filter  Media  ?  Supply,  Installation,  Removal  &  Disposal 

Anthratech  Western  Inc.  (Ruidtech  Process) 

2209  Lakeshore  Road 

Burlington  ,  ON  L7R  1A8 

(Tel)  905-632-3080 

(Fax)  905-632-3080 

Filtration  Optimization 

Federal  Screen  Products  Inc. 
2766  Slough  St. 
Mississauga,  ON  L4T  1G3 
(Tel)  905-677-4171 

Manufacturer  of  water  treatment  components  including  nozzles,  laterals,underdrains,  hub 
assemblies,  resin  traps,  baskets,  strainers. 

Pall  (  Canada  )  Limited 
7205  Millcreek  Drive 
Mississauga ,  ON  L5N  3R3 
(Tel)  905-542-0330 

RAL  Engineering  Ltd. 
482  Queen  St. 
Newmarket ,  ON  L3Y  2H4 

(Tel)  905-853-0626 
(Fax)  905-853-8807 

Designers  &  Suppliers  of  Water  Filtration  Equipment 

Zenon  Environmental  Inc. 
3239  Dundas  W. 
Oakville  ,  ON  L6J  4Z3 
(Tel)  905-465-3030 
Membranes 


Flow  Meters 


ABB  Water  Meters  Inc. 
Unit  #35,  1200AerowoodDr. 
Mississauga  ,  ON  L4W  2S7 
(Tel)  905-238-9622 
(Fax)  905-238-5640 

Manufacturer  of  Water  Meters  &  Metering  Systems 

Coulter  Water  Meter  Service  Inc. 

PO  Box  216 

Strathroy  ,  ON  N7G  3J2 

(Tel)  519-245-5860 

(Fax)  519-245-5527 

Water  Meter  Service,  Parts  &  Sales 

Invensys  Metering  Systems 

3600Delson  Dr. 

Navan  ,  ON  K4B  1K5 

(Tel)  1-800-461-2837 

(Fax)  613-835-9956 

Water  Meters  &  Reading  Equipment 

Schlumberger  Industries 
7275  West  Credit  Ave 
Mississauga  ,  ON  L5N  5M9 
(Tel)  905-858-4211 
(Fax)  905-858-0428 
Water  Meters  &  Services 

Maintenance  Management 

Da-trol  Group  Inc. 
285  St.  Andrews  Drive 
Hamilton  ,  ON  18K  5K2 
(Tel)  416-  388-8926 
www.da-trol.com 

Suppliers  of  CMMS  (Computerized  Maintenance  Management  Systems)  across  Ontario 
Pipes  and  Appurtenances 

Canada  Pipe  Company  Ltd 
PO  Box  2849 
Hamilton  ,  ON  L8N  3R5 
(Tel)  905-547-3251 
(Fax)  905-547-7369 
Manufacturer  of  Ductile  Iron  Pipe 


Emco  Supply 
65  Huxley  Rd. 
Weston  ,  ON  M9M  1H5 
(Tel)  416-742-6220 
(Fax)  416-747-7968 

Distributor  of  Water  &  Sewer  Piping  Products 

Hyprescon  Inc. 

#35  -  3075  Ridgeway  Dr 

Mississauga  „  ON  L5L  5M6 

(Tel)  905-569-6360 

(Fax)  905-569-6426 

Concrete  Pressure  Pipe  and  Fittings 

IPEX  Pipe. 

6810  Invader  Cr. 

Mississauga  ,  ON  L5T  2B6 

(Tel)  905-795-6104 

(Fax)  905-670-1512 

Manufacturer  of  PVC  Pipes  &  Fittings 

KWH  Pipe  (Canada)  Ltd. 

37  Center  St .  North  P.O.Box  5435  , 

Huntsville  ,  ON  PIH  2K8 

(Tel)  705-789-2396 

(Fax)  705-789-4692 

Manufacturer  of  Polyethylene  Pipe  Products 

Lafarge  Pressure  Pipe 
5387  Bethesda  Road 
Stoufville  ,  ON  L4A  7X3 
(Tel)  905-640-5151 
(Fax)  905-640-5154 

Manufacturers  ofPrestressed  Concrete  Pressure  Pipe  and  Fittings 

Rehau  Industries  Inc. 
1149  Pioneer  Road 
Burhngton  ,  ON  L7M  1K5 
(Tel)  905-335-3284 
(Fax)  905-335-1112 
Manufacturer  of  P.V.C.  Pipe 

Royal  Pipe  Systems 
131  Regalcrest  Court 
Woodbridge  ,  ON  L4L  8P3 
(Tel)  905-856-7550 


(Fax)  905-856-4367 

Manufacturer  of  P.V.C.  Pipe  &  Fittings 

Scarborough  Supply 
154  Crown  Court 
Whitby  ,  0NL1N7B1 
(Tel)  905-579-4460 
(Fax)  905-579-4755 
Thermoplastic  Pipe  Supply 

Urecon  Limited 

#206  -  2601  Matheson  Blvd.  East 
Mississauga  ,  ON  L4W  5A8 
(Tel)  905-206-9119 
(Fax)  905-206-9087 

Pre-insulated  Piping  and  Heat  Tracing  Systems 
Process  Control 

Bristol  Babcock 
234Attwell  Drive 
Etobicoke  ,  ON  M9W  5B3 

(Tel)  416-675-3820 
(Fax)  416-674-5129 

Manufacturer/System  Integrator  Process  Control  and  Instrumentation 

Millennium  Control  Company 
Box  86034  ,  Upper  Oakville  P.O. 
Oakville  ,  ON  L6H  5V6 
(Tel)  905-849-0794 
(Fax)  905-849-3797 

Control  Systems,  SCADA  for  Water  &  Wastewater  Applications 


ProMinent  Fluid  Controls  Ltd. 
490  Southgate  Dr. 
Guelph  ,  ON  NIG  4P5 
(Tel)  519-836-5692 

S-S  Technologies  Inc.  -The  Automation  Engineers 

86Ardelt  Avenue 

Kitchener  ,  ON  N2C  2C9 

(Tel)  519-571-1434 

(Fax)  519-571-1721 

Process  Controls 


Summa  Engineering  Ltd 
6423Northam  Dr. 
Mississauga  ,  ON  L4V  1J2 
(Tel)  905-678-3388 
(Fax)  905-678-0444 

Process  Control,  Instrumentation  and  Chemical  Feed 
Pumps 

Flow  Water  Solutions 
1723  Station  Rd 
Caledon  ON  L7C  3L2 
(Tel)  905-838-0408 
(Toll  Free)  1-866-852-6554 
(Fax)  905-838-5656 

Supply  and  servicing  of  well  pumps  www.flowwater.ca 

ITTFlyght 
111  Romina  Dr. 
Concord  ,  ON  L4K  4Z9 
(Tel)  905-760-7530 
(Fax)  905-760-7527 

Manufacturer  &  Supplier  of  Electric  Submersible  Pumps  Mixers  &  Controls 
Lotowater  Ltd. 

PO  Box  451  ,  149  Golf  Links  Rd. 
Paris  ,  ON  N3L  3T5 
(Tel)  519-442-2086 
(Fax)  519-442-7242 

Supply  and  Servicing  of  Wells  and  Pumps 

NationalProsecc  Equipment 

109  Wilkinson  Road 

Brampton  ,  ON  L6T  4X1 

(Tel)  905-453-2639 

(Fax)  905-453-9391 

Pump  and  Mixers,  Sales  and  Service 

Pump  System  Interfacing 
16  SimsCrescent,Unit  #1 
Richmond  Hill,  ON  L4B  2P1 
(Tel)  905-886-9606 
(Fax)  905-886-9609 

Contractor  for  Rotating  Equipment  to  Include  Pumps,  Motors,  Fans,  etc. 


Tanks 


Greatario  Industrial  Storage  Systems  Ltd. 

PO  Box  399 

Innerkip  ,  ON  NOJ  IMO 

(Tel)  519-469-8200 

(Fax)  519-469-8153 

Water  Storage,  Tanks  &Aluminun  Covers 

Valves,  Hydrants  and  Fittings 

A.H.  McElroy  Sales  &  Service  (Canada)  Ltd. 
36  Regan  Road,  Unit  #  15, 
Brampton,  ON  L7A  1C8 
(Tel)  905-846-0212 
(Fax)  905-846-7012 

Supplier  of  Fusion  Machines  &  Accessories  for  the  Joining  of  Polyethylene  Pipe  & 
Fittings 

A-1  Hydrant  Services  Ltd., 

550  Coronation  Dr.  #18 

Scarborough  ,  ON  MIE  4V1 

(Tel)  416-282-1665 

(Fax)  416-282-7702 

Fire  Hydrant  &  Pipeline  Cleaning 

American  AVK  Company  (Strong  Enterprises) 

R.R.  #6  5430  Fawn  Bay  Rd. 

Orillia ,  ON  L3V  6H6 

(Tel)  705-327-7851 

(Fax)  705-325-9730 

Hydrant  &  Valve  Manufacturer 

Armour  Valve  Ltd. 
126  Milner  Ave. 
Toronto  ,  ON  MIS  3R2 
(Tel)  416-299-0780 
(Fax)  416-299-0394 
Distributor  of  Specialty  Valves 

Cambridge  Brass 

PO  Box  249  ,  140  Orion  Place 

Cambridge  ,  ON  NIR  5V1 

(Tel)  519-621-5520 

(Fax)  519-621-8674 

Manufacturera  of  Corporation  Brass/Stainless  Steel  Saddles  &  Clamps  Distributors  of 
Smith  Blair 


Clow  Canada 

1757  Burlington  St.  E. 

Hamilton  ,  ON  L8N  3R5 

(Tel)  905-548-9604 

(Fax)  905-548-6885 

Hydrant  and  Valve  Manufacturer 

Devine  &  Associates  Ltd. 
375  Steelcase  Road  East 
Markham  ,  ON  L3R  1G3 
(Tel)  905-479-2130 
(Fax)  905-479-9870 
Manufacturer's  Representative 

Galaxy  Plastics  Ltd. 
136Newbold  Court 
London,  ON  N6E1Z7 
(Tel)  519-690-1982 
(Fax)  519-690-1984 
PVC  Fitting  Manufacturer 

Harrington  Corporation 

2216  Norfolk  Dr. 

Oakville  ,  ON  L6H  6H4 

(Tel)  416-315-1987 

(Fax)  905-849-7624 

PVC  Fittings,  Water  &  Sewer 

Mueller  Canada 
8069  Lawson  Rd 
Milton  ,  ON  L9T  4B6 
(Tel)  905-878-0541 
(Fax)  1-800-263-4145 

Manufacturer  of  Hydrants,  Valves,  Brass  and  Municipal  Castings 

Power  Plant  Supply  Co. 
124  Wilson  St. 
Oakville  ,  ON  L6K  3G8 
(Tel)  905-845-7951 

(Fax)  905-845-6695 

Representatives  &Distributors  for  G.A.  Valves,  Rodney  Hunt  Gates  PSL  Link  Seals,  & 
Spacers 

Robar  Industrial  Products  Ltd.. 
4368Romfield  Crescent 
Mississauga ,  ON 


(Tel)  905-608-0867 
(Fax)  905-608-0867 
Waterworks  Couplings 

Sigma-Mag  Canada 
8461Keele  St.  Unit  25 
Concord  ,  ON  L4A  5Z8 
(Tel)  905-738-1234 
(Fax)  905-660-7832 

Pipe  Restraints,M.J.Fittings,  Flange  Fittings 


Syntec  Process  Equipment  Ltd. 
Unit  1-68  Healey  Ltd 
Bolton,  ON  L7E  5A4 
(Tel)  905-951-8000 
(Fax)  905-951-8002 

Singer  Automatic  Control  Valves, Valmatic  Air  Valves  &Checks,RedValve  Flex 
Connectors  &  pinch  Valves,Hellan  Strainers  &  Instrumentation 

Troy-Ontor  Inc. 
230  Bayview  Dr. 
Barrie  ,  ON  L4N  5E9 
(Tel)  888-835-3045 
(Fax)  888-835-2847 
Valve  Actuators  &  Controls 

Universal  Flow  Engineering  Inc, 
87  Baldwin  Ave. 
Brantford,ONN3S  1H9 

(Tel)  519-759-0574 
(Fax)  519-759-2341 

StorzNozzle,Spare  Parts  forFirehydrants  andWaterwork  Specials  Mfg. 

YNC  Pipe  Couplings  Co. 
155  Balliol  St.  Suite  1417 
Toronto  ,  ON  M4S  1C4 
(Tel)  416-489-4090 
(Fax)  416-489-9632 

Master  Distributor  for  YN  Pipe  Couplings 
Ultraviolet  Irradiation  Systems 


R-Can  Environmental  Inc. 
425  Clair  Rd.  W. 


Guelph  ,  ON  NIH  6Z9 
(Tel)  519-763-1032 

Trojan  Technologies  Inc. 
3020  Gore  Rd. 
London  ,  ON  N5V  4T7 
(Tel)  519-457-3400 

U.V.  Pure  Technologies  Inc. 

60  Venture  Dr. 
Toronto  ,  ON  MIB  3S4 
(Tel)  416-208-9884 

Water  Treatment  Equipment 

A.H.  Simpson  Industries  Ltd. 
889Pantera  Dr. 
Mississauga ,  ON  L4W  2R9 
(Tel)  905-206*0599 

Manufacturer  of  Ozone  Generators  for  Water  Purification 

Aqua- Spec  Ltd. 
4153BlakieRd. 
London  ,  ON  N6L  1B9 
(Tel)  519-652-9001 
(Fax)  519-652-6352 

Representatives  for  Prominent  Waterworks  and  Sewer  Products 

BetzDearborn  Canada  Inc. 
23  Tiffany  Dr. 
London,  ON  N5V  3N2 
(Tel)  519-659-2198 
Water  Treatment  Equipment 

Bibby  Ste.  Croix 

1757  Burlington  St.  E. 

Hamilton  ,  ON  L8N  3R5 

(Tel)  905-312-4776 

(Fax)  905-312-1434 

Waterworks  Products  Manufacturers 

Biophysica  Inc. 

1500Tansley  Drive  Unit  D-101 

Oakville  ,  ON  L6L  5K4 

(Tel)  905-827-9448 

Sales,  service,  consulting  engineering,  build/design,  chlorination  alternatives:  water 


ionization/purification  using  copper  electrodes,  custom  built  systems,  optional  UV, 
antimicrobial  drinking  water 


C.R.  Wall  &  Co. 

Box  578,  2611  Development  Dr.  Unit  8 
Brockville  ,  ON  K6V  5V7 
(Tel)  613-345-3344 
(Fax)  613-345-6464 

Distributors  of  Industrial  Infrastructure  Products 

Carson 's  Plumbing  Supplies 
lOVlGoderich  St.  Box  1820 
Port  Elgin,  ON  NOH  2C0 
(Tel)  519-389-6245 
(Fax)  519-389-4079 
Wholesale  Plumbing 

Cerro  Copper  Of  Canada  Ltd. 
270RexdaleBlvd.,Unit  #2 
Etobicoke,  ON  M9W  1R2 
(Tel)  416-745-7300 
(Fax)  416-745-7714 

Manufacturers  of  Seamless  Copper  Tube  &  Refrigeration  ACR  &  K  Med  Copper  Tube 

ClearTech  Industries  Inc. 
7480  Bath  Road 

Mississauga,  ON  L4T  1T2 
(Tel)  800-387-7503 
(Fax)  888-281-8109 

ClearTech  offers  a  full  line  of  water  and  wastewater  treatment,  handling,  feeding  and 
measuring  products  with  local  repair  facilities  and  technical  support  in  Ontario. 

Concord  Supply 

2353  Bowman  St.  R.R.  #1 

Thornton  ,  ON  LOL  2N0 

(Tel)  705-436-3800 
(Fax)  705-436-6338 
Quality  Waterworks  Products 

Conval  Equipment  Ltd. 
Unit  39,  1 1 1 1  Finch  Ave.  W. 
Downsview  ,  ON  M3J  2E5 
(Tel)  416-665-8960 
(Fax)  416-665-9145 
Manufacturer's  Representative 


Cromer  Industries  Corporation 
961  Tiffany  Circle 
Oshawa„ONLlG7Sl 
(Tel)  905-436-8861 
(Fax)  905-725-1976 
Sales/Marketing 

Direct  Equipment  Ltd. 

Box  115  ,  1363  Cornwall  Rd. 

Oakville  ,  ON  L6J  4Z5 
(Tel)  905-844-7831 
(Fax)  905-844-5122 

Equipment  Sales  &  Rental,  Trench  Shoring,  Water  Main  Tapping 

Eimco  Process  Equipment  Company 

5155Creekbank 

Mississauga ,  ON  L4W  1X2 

(Tel)  905-625-6070 

Water  Treatment  Equipment 

Envirogard  Products  Ltd. 
446  Major  Mackenzie  Dr.  E. 
Richmond  Hill ,  ON  L4C  1 J2 
(Tel)  905-884-9388 
Water  Treatment  Equipment 

Evans  Utility  -  Municipal  Products  Supply  Ltd. 

396  NeptuneCres. 

London  ,  ON  N6M  1 A2 

(Tel)  519-453-6515 

(Fax)  519-453-7756 

Waterworks  Supplies,  Sales  &  Service 


H2  Flow  Equipment  Inc. 
SOCarlauren  Rd.  #24 
Woodbridge  ,  ON  L4L  7Z5 
(Tel)  905-264-2188 
(Fax)  905-264-2062 
Water  Treatment  Equipment 

Integra  Environmental 
5035  North  ServiceRad,  Unit  C7 
BurUngton  ,  ON  L7L  5V2 
(Tel)  1-800-661-6678 


Distributors  of  Cartridges,  Housings,  Filters  and  Fittings  for  all  Types  of  Liquid  Filtration 
as  well  as  Air  Sampling  Equipment 


International  Water  Supply  Ltd 
PO  Box  310  ,  342Bayview  Dr. 
Barrie  ,  ON  L4M  4T5 
(Tel)  705-733-0111 
(Fax)  705-721-0138 

Groundwater  Engineering  &  Contracting 

JohnMeunier  Inc. 
6290  Perinault 

Montreal ,  Quebec  ,  ON  H4K  1K5 

(Tel)  514-334-7230 
(Fax)  514-334-1076 
Water  Treatment  Process  (Actiflo) 

McCoy  Foundry 

1890  Highway  #5  West 

Troy  ,  ON  LOR  2B0 

(Tel)  519-647-3411 

(Fax)  519-647-3740 

Foundry  (Manholes  &Catchbasins) 

Napier- Reid  Ltd. 
19  Alden  Rd.  Unit  2 
Markham,  ON  L3R  2S1 
(Tel)  905-475-1545 
(Fax)  905-475-2021 

Designers  &  Manufacturers  of  Water  &  Wastewater  Systems  &  Equipment 

Ontario  Water  Products  Inc 
4102Eastgate  Cr. 
London  ,  ON  N6L  1B2 
(Tel)  519-652-5555 

(Fax)  519-652-0545 

Distributor  of  Waterworks  and  Wastewater  Supplies 

Underground  Specialties  Inc. 

5340  Walker  Road 
Oldcastle  ,  ON  NOR  ILO 
(Tel)  519-737-1263 
(Fax)  519-737-1712 

Sewer  and  Water  Distribution  Products/Precast  Concrete  Manufacturer 


Wamco  Inc. 

551  Tiffin  St ,  RR#2 

Bame  ,  ON  L4M  4S4 

(Tel)  705-734-3535 

(Fax)  705-734-3541 

Distributor  Water  &  Sewer  Products 

Wolesley  Waterworks  Group 

110  Hanson  Avenue 

Kitchener  ,  ON  N2C  2E2 

(Tel)  519-741-4044 

(Fax)  519-741-9135 

Distributor  Water  &  Sewer  Products 

Wilcox  Bodies  Limited 
6215  Mississauga  Rd. 
Mississauga  ,  ON  L5N  1A4 
(Tel)  905-826-3722 
(Fax)  905-826-4585 
Service  Body  Manufacturer 

Waterworks  Maintenance 

Denso  North  America  Inc. 
90IronsideCrescent  ,Umt  12 
Toronto  ,  ON  MIX  1M3 

(Tel)  416-291-3435 
(Fax)  416-291-0898 

Manufacturers  of  Tape  and  Epoxy  Anti-corrosion  Coatings 

Hetek  Solutions  Inc.. 
2085  Piper  Lane 
London  ,  ON  N5V  3M5 
(Tel)  519-659-1144 

(Fax)  519-453-2182 

Water  Leakage  Detection,  Confined  Space  Monitors,  Confined  Space  Training 

Interprovincial  Corrosion  Control  Company 
930  Sheldon  Court 
Burhngton  ,  ON  L7L  5K6 
(Tel)  905-634-7751 
(Fax)  905-333-4313 

Manufacturer/Supplier  of  Corrosion  Control/Cathodic  Protection  Materials 


Lightning  Equipment  Sales  Inc. 

2377  Baxter  Cr. 

Burlington  ,  ON  L7M  4C9 

(Tel)  905-332-7026 

(Fax)  905-336-0191 

Truck  Equipment  &Upfitters 

Maple  Agencies 
Unit  25  -  8461Keele  St 
Concord  ,  ON  L4A  5Z8 
(Tel)  905-660-4664 
(Fax)  905-660-7832 
Corrosion  Protection 

Mill  Works  Mfg.  Ltd. 
20  Bermondsey  Road 
Toronto  ,  ON  M4B  1Z5 
(Tel)  416-285-6992 
(Fax)  416-285-1368 
Traffic  Safety  Clothing 

There  are  a  number  of  trade  directories  that  list  water  treatment  equipment  suppliers  and 
water  industry  consultants.  For  information,  visit  the  following  Internet  web-sites: 

Environmental  Science  and  Engineering  (Equipment  Suppliers):  www.esemag.com 

Canadian  Water  Quality  Association  (Manufacturers  and  Distributors):  www.cwqa.com 

American  Water  Works  Association  (Equipment  Suppliers):  www.awwa.org 


Ontario  Environment  Business  Directory  (Environment  Industry): 
www.envirodirectory.on.ca 


